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PREFACE. 


HE first half of this volume has been 
issued in many successive editions as 
a series of tracts on the Gospel of Heal- 
ing. The testimony of many persons in 
various directions, that they have been 
greatly blessed of God, and the desire often 
expressed to have them in permanent form, 
have induced the author to reissue them in 
book form, with the addition of several 
fresh chapters. It is hoped that this simple 
volume may now be found to be a compact 
and more useful channel of Scriptural in- 
struction upon this important subject. 
The views expressed have been carefully 
weighed in the balance of the Divine Word, 
and confirmed by much experience and 
careful observation. 
The importance of this subject and the 
emphatic way in which God’s Holy Spirit 
iS pressing it upon the attention of His 
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people demand for it the most careful 
and thorough Scriptural study. Effectual 
faith can only come through thorough con- 
viction. 

In spite of the cold, and conservative, and 
sometimes scornful unbelief of many, this 
doctrine is becoming one of the touchstones 
of character and spiritual life in all the 
churches of America, and revolutionizing, 
by a deep, quiet, and Divine movement, the 
whole Christian life of thousands. It has 
a profound bearing upon the spiritual life. 
No one can truly receive it without being 
a holier and more useful Christian. 

It is most important that it should be 
ever held in its true place in relation to the 
other parts of the gospel. It is not the 
whole gospel, nor perhaps the chief part 
of it, but it is a part, and in its due relation- 
ship to the whole, it will prove to be, like 
the gospel itself, “the power of God to every 
one that believeth.” 


CHAPTER. I: 
THE SCRIPTURAL FOUNDATION. 


AN has a twofold nature. He is both 
a material and a spiritual being. And 
both natures have been equally  af- 
fected by the Fall. His body is exposed 
to disease; his soul is corrupted by sin. 
How blessed, therefore, to find that the 
complete scheme of redemption includes 
both natures, and provides for the restora- 
tion of physical as well as the renovation 
of spiritual life! The Redeemer appears 
among men with His hands stretched out 
to our misery and need, offering both sal- 
vation and healing. He offers Himself to 
us as a Saviour to the uttermost; His in- 
dwelling Spirit the life of our spirit; His 
resurrection body the life of our mortal 
flesh. 
He begins His ministry by healing all 
that have need of healing; He closes it by 
making on the Cross a full atonement for 
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our sin, and then on the other side of the 
open tomb He passes into heaven, leaving 
the double commission for “all the world” 
and “all the days even unto the end of the 
world:” “Go ye into all the world and 
preach the gospel to every creature. He 
that believeth and is baptized shall be 
saved: but he that believeth not shall be 
damned. And these signs shall follow them 
that believe. In my name they shall cast 
out devils. .. they shall lay hands on 
the sick and they shall recover.” 

This was “the faith once delivered unto 
the saints.” What has become of it? Why 
js it not still universally taught and re- 
alized? Did it disappear with the Apostol-. 
ic age? Was it withdrawn when Peter, 
Paul and John were removed? By no 
means. It remained in the Church for 
centuries, and only disappeared gradually 
in the growing worldliness, corruption, 
formalism and unbelief. 

With a reviving faith, with a deepening 
spiritual life, with a more marked and 
Scriptural recognition of the Holy Spirit 
and the Living Christ, and with the nearer 
approach of the returning Master Himself, 
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this blessed gospel of physical redemption 
is beginning to be restored to its ancient 
place, and the Church is slowly learning to 
reclaim what she never should have lost. 
But along with this there is also manifested 
such a spirit of conservative unbelief and 
cold, traditional, theological rationalism as 
to make it necessary that we should “ear- 
nestly contend for the faith which was once 
delivered unto the saints.” 

First of all, we must be sure of our Scrip- 
tural foundations. Faith must ever rest on 
the Divine Word, and the most important 
element in the “prayer of faith” is a full 
and firm persuasion that the healing of 
disease by simple faith in God is a part of 
the gospel and a doctrine of the Scriptures. 

1. The earliest promise of healing is in 
Ex. 15:25, 26: “There he made for them a 
a statute and an ordinance, and there he 
proved them, and said, If thou wilt diligent- 
ly hearken to the voice of the Lord thy 
God, and wilt do that which is right in 
his sight, and wilt give ear to his com- 
mandments, and keep all his statutes, I 
will put none of these diseases upon thee, 
which I have brought upon the Egyptians: 


12 Gospel of Healing 


for I am the Lord thy God which healeth 
thee.” The place of this promise is most 
marked. It is at the very outset of their 
journey, like Christ’s healing of disease at 
‘the opening of His ministry. 

It comes immediately after the passage 
of the Red Sea. And we know that this 
event was distinctly typical of our redemp- 
tion, and that the journey of the Israelites 
in the wilderness is typical of our pilgrim- 
age: ‘These things happened unto them 
for ensamples; and are written for our ad- 
monition, upon whom the ends of the world 
are come” (I Cor. 10:11). This promise, 
therefore, becomes ours, as the redeemed 
people of God. And God meets us at the 
very threshold of our pilgrimage with the 
covenant of healing, declaring that, as we 
walk in holy and loving obedience, we shall 
be kept from sickness, which belongs to 
the old life of bondage we have left behind 
us forever. Sickness belongs to the Egyp- 
tians, not to the people of God. And only 
as we return spiritually to Egypt, do we 
return to its malarias and perils. Nay, 
this is not only a promise; it is “a statute 
and an ordinance.” And so, corresponding 
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to this ancient statute, the Lord Jesus has 
left for us in Jas. 5:14 a distinct ordinance 
of healing in His name as sacred and bind- 
ing as any of the ordinances of the gospel. 

2. Ps. 105:37: “He brought them forth 
also with silver and gold, and there was 
not one feeble person among their tribes.” 
This shows us the actual fulfilment of that 
promise. Although they did not fulfil their 
part in the covenant, yet God kept His 
word. And so, although our faith and obe- 
dience are often defective, yet, if Christ is 
our Surety, and if our faith will claim His 
merits and His name, we too shall see the 
promise fulfilled. 

3. Job 1 and 2. The story of Job is one 
of the oldest records of history. It gives 
us a view of the source from which sickness 
came in this case—Satan, and the course of 
action which brings the healing, that is, 
taking the place of humble self-judgment at 
the mercy-seat. If ever a sick chamber was 
unveiled, it was that of the man of Uz. But 
we see no physician there, no human reme- 
dy, but only a looking unto God as his 
Avenger. And when he renounces his self- 
righteousness and self-vindication and takes 
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the place where God is seeking to bring him 
—that of self-renunciation and humility— 
he is healed. 

4. Ps. 103:2, 3: “Bless the Lord, O my 
soul, and forget not all his benefits; who 
forgiveth all thine iniquities, who healeth 
all thy diseases.” The Psalms of David are 
a record of many afflictions. But God is al- 
ways the deliverer, and God alone. We 
see no human hand. The Psalmist looks 
to heaven as directly for healing as he does 
for pardon, and in the same breath he cries: 
“Who forgiveth all thine inquities; who 
healeth all thy diseases.” And it is a com- 
plete healing, all his diseases, as universal 
and lasting as the forgiveness of his sins. 
And how glorious and entire that was, is 
evident enough: “As far as the east is from 
the west, so far hath he removed our trans- 
gressions from us.” But here, as in the case 
of Job, there is an intimate connection be- 
tween the sickness and the sin, and both 
must be healed together. 

5. II Chron. 16:12, 13: “And Asa, in the 
thirty and ninth year of his reign, was dis- 
eased in his feet, until his disease was ex- 
ceeding great: yet in his disease he sought 
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not to the Lord, but to the physicians. And 
Asa slept with his fathers.” Here was a 
king who had begun his reign by an act of 
simple, implicit trust in God when human 
resources utterly failed him, and by that 
trust (chapter 14:9-12) he won one of 
the most glorious victories of history. 
But success corrupted him, and taught 
him to value too highly the arm of 
flesh, so that in his next great crisis 
(chapter 16:7, 8) he tormed an alliance 
with Syria, and lost the help of God. 
He refuses to take warning from the 
prophet, and rushes on to the climax of his 
earthly confidence. He becomes sick. 
Here is a greater foe than the Ethiopians, 
but again he turns to man: “He sought 
not to the Lord, but to the physicians.” 
And more sad or sarcastic could not well 
be the vivid picture of the issue: “And 
Asa slept with his fathers.” 

6. Isa. 53:4, 5: “Surely he hath borne 
our griefs, and carried our sorrows... 
and with his stripes we are healed.” 

This is the great Evangelical vision, the 
gospel in the Old Testament, the very 
mirror of the coming Redeemer. And here 
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in the front of it, prefaced by a great Amen 
—the only “surely” in the chapter—is the 
promise of healing, the very strongest pos- 
sible statement of complete redemption 
from pain and sickness by His life and 
death, and the very words which the Evan- 
gelist afterwards quotes, under the inspired 
guidance of the Holy Ghost (Matt. 8:17) 
as the explanation of His universal works 
of healing. 

The translation in our English version 
does very imperfect justice to the force of 
the original. The translation in Matt. 8:17 
is much better: “Himself took our infirm- 
ities, and bare our sicknesses.” The literal 
translation would be: “Surely he hath 
borne away our sicknesses, and carried away 
our pains.” 

Any person who will refer to such a 
familiar commentary as that of Albert 
Barnes on Isaiah, or any other Hebrew 
authority, will see that the two words here 
used denote respectively sickness and pain, 
and that the words for “bear” and “carry” 
denote not mere sympathy, but actual sub- 
stitution and the removal utterly of the 
thing borne. 
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Therefore, as He has borne our sins, 
Jesus Christ has also borne away and car-_ 
ried off our sicknesses; yes, and even our 
pains, so that abiding in Him, we may be 
fully delivered from both sickness and pain. 
Thus “by his stripes we are healed.” 
Blessed and glorious gospel! Blessed and 
glorious Burden-Bearer! 

Thus the ancient prophet beholds in vis- 
ion the Redeemer coming first as a Great 
Physician, and then hanging on the Cross 
as a Great Sacrifice. And thus the Evan- 
gelists have also described Him; for three 
years the Great Healer, and then, for six 
hours of shame and agony, the Dying 
Lamb. 

7. Matt. 8:16, 17: “He healed all that 
were sick: that it might be fulfilled which 
was spoken by Esaias the prophet, saying, 
himself took our infirmities, and bare our 
sicknesses.” This is quoted as the reason 
why He healed all that were sick. It was 
not that He might give His enemies a vin- 
dication of His Divinity, but that He might 
fulfil the character presented of Him in 
ancient prophecy. Had He not done so, He 
would not have been true to His own char- 
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acter; and if He did not still do so, He 
would not be “Jesus Christ, the same yes- 
terday, today, and for ever.” These heal- 
ings were not occasional, but continual; not 
exceptional, but universal. He never turned 
any away. “He healed all that were sick.” 
“As many as touched him were made per- 
fectly whole.” He is still the same. 

Now, this was the work of His life, and 
God would not have us forget that He 
spent more than threé years in deeds of 
power and love before He went up to that 
Cross to die. And we need that Living 
Christ quite as much as Christ Crucified. 
The Levitical types included the meal offer- 
ing quite as much as the sin offering; and 
suffering human hearts need to feed upon 
the great loving Heart of Galilee and 
Bethany, as much as on the Lamb of Cal- 
vary. 

It would take entirely too long to ex- 
amine in detail the countless records of His 
healing power and grace, or tell how He 
cured the leper, the lame, the blind, the 
palsied, the impotent, the fever-striken, all 
“that had need of healing ;” how He linked 
sickness so often with sin, and forgave be- 
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fore He spake the restoring word; how He 
required their own personal touch of appro- 
priating faith, and bade them take the heal- 
ing by rising up and carrying their bed; 
how His healing went far beyond His own 
immediate presence, and reached and saved 
the centurion’s servant and the nobleman’s 
son, and how often He reproved the least 
question of His willingness to help, and 
threw the responsibility of man’s suffering 
on his own unbelief. 

These and many more such lessons crowd 
every page of the Master’s life, and still 
reveal to us the secret of claiming His heal- 
ing power. And what right any one can 
claim to explain away these miracles as 
mere types of spiritual healing and blessing, 
and not as specimens of what He still is 
ready to do for all who trust Him, is quite 
inexplicable. Such was Jesus of Nazareth. 
But was this blessed power to die with 
Him? 

8. John 14:12: “Verily, verily, I say un- 
to you, he that believeth on me, the works 
that I do shall he do also; and greater 
works than these shall he do, because I go 
_to my Father.” Here is another: “Verily,” 
ba ) 
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nay, a “verily, verily.’ Then it must be 
something emphatic, and something man 
was sure to doubt. Now, it is no use to 
tell us that this meant that the Church after 
Pentecost was to have greater spiritual 
power, and do greater spiritual works by 
the Holy Ghost than Jesus Himself did, in- 
asmuch as the conversion of the soul is a 
greater work than the healing of the body; 
because Jesus says: “The works that I do 
shall he do also,” as well as the “greater 
works than these”—that is, he is to do the 
same works that Christ did, and greater 
also. And so we know they did the same 
works that He did. 

Even during His life He sent out the 
twelve Apostles, and then He sent out the 
seventy as forerunners of the whole host of 
the Christian Eldership (for the seventy 
were just the first Elders of the Christian 
age, corresponding to the seventy Elders 
of Moses), with full power to heal. And 
when He was about to leave the world, 
He left on record both these commissions 
in the most unmistakable terms. 

9. Mark 16:15-18: “Go ye into all the 
world, and preach the gospel to every crea- 
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ture. He that believeth and is baptized 
shall be saved; he that believeth not shall 
be damned. And these signs shall follow 
them that believe: in my name they shall 
cast out devils; they shall speak with new 
tongues; they shall take up serpents; and 
if they drink any deadly thing, it shall not 
hurt them; they shall lay hands on the sick, 
and they shall recover.” 

Here is the commission given to them, 
the twofold gospel, and the assurance of 
His presence and unchanging power. 
What right have we to preach the one with- 
out the other? What right have we to 
hold back any part from the perishing 
world? What right have we to go to the 
unbelieving world and demand their accept- 
ance of our message without these signs 
following? What right have we to explain 
their absence from our ministry by trying 
to eliminate them from God’s Word, or 
consign them to an obsolete past? Nay, 
Christ did give them, and they did follow 
as long as Christians continued to “believe” 
and expect them. For it is important to 
observe the translation which Dr. Young 
gives of the seventeenth verse: “Signs shall 
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follow them that believe these things.” 
The signs shall correspond to the extent of 
their faith. 

And by such mighty “signs and wonders” 
the Church was established in Jerusalem, 
Samaria, and unto the uttermost parts of 
the earth. The unbelief of the world 
needs them today as much as in the Apos- 
tolic times. During the Apostolic age 
these manifestations of healing power 
were by no means confined to the Apostles. 
Philip and Stephen were as gloriously used 
as Peter and John. 

In I Cor. 12:9-30: “The gifts of healing” 
are spoken of as widely diffused and uni- 
versally understood among the endowments 
of the Church. But now the Apostolic age 
is closing; is this to be continued, and if so, 
by whom? By what limitation is it to be 
preserved from fanaticism and presump- 
tion? By what commission is it to be per- 
petuated to the end of time, and placed 
within the reach of all God’s suffering 
saints? We turn again with deep interest 
to— 

To. Jas. 5:14: “Is any sick among you? 
let him call for the elders of the Church; 
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and let them pray over him, anointing him 
with oil in the name of the Lord: and 
the prayer of faith shall save the sick, and 
the Lord shall raise him up; and if he have 
committed sins, they shall be forgiver 
him.” 

Now, let us notice first who gives this 
commission. It is James who had author- 
ity to say, in summing up the decrees of the 
Council at Jerusalem (Acts 15:19): “My 
sentence is,’—the man who is named first 
by Paul himself among the pillars of the 
Church (Gal. 2:9). 

Again, observe to whom this power is 
committed. Not the Apostles, who are 
now passing away, not men and wo- 
men of rare gifts and difficult of ac- 
cess, but the elders, the men most like- 
ly to be within reach of every sufferer, the 
men who are to continue till the end of the 
age. 

Again, notice the time at which this com- 
mission is given. Not at the beginning, 
but at the close of the Apostolic age; nor for 
that generation, but for the one that was 
just rising, and all the succeeding ages. 
For, indeed, these New Testament Epistles 
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were not widely circulated in their own age, 
but were mainly designed “for our admoni- 
tion upon whom the ends of the world are 
come.” 

Again, observe the nature of the ordi- 
nance enjoined—‘the prayer of faith,” and 
the “anointing with oil in the name of the 
Lord.” Now, this was manifestly not a med- 
ical anointing, for it was not to be applied 
by a physician, but by an elder, and must, 
naturally, be the same anointing of which 
we read (Mark 6:13 and elsewhere), in con- 
nection with the healing of disease by the 
Apostles themselves. Any other interpre- 
tation would be strained and contrary to 
the obvious meaning of the custom, as our 
Lord and His Apostles observed it. In 
the absence of any explanation here to the 
contrary, we are bound to believe that it 
was the same—a symbolical religious or- 
dinance expressive of the power of the Holy 
Ghost, whose peculiar emblem is oil. ‘he 
Greek Church still retains the ordinance. 
The Romish apostasy has changed it into 
a mournful preparation for death. It is a 
beautiful symbol of the Divine Spirit of life 
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taking possession of the human body, and 
breathing into it His vital energy. 
Again, observe that 


THIS IS A COMMAND. 


It ceases to be a mere privilege. It is the 
Divine prescription for disease; and no obe- 
dient Christian can safely dispense with it. 
Any other method of dealing with sickness 
is unauthorized. This is God’s plan. This 
makes faith so simple and easy. We have 
but to obey in childlike confidence; He will 
fulfil. 

And once more, we must not overlook 
the connection of sickness with sin, the sug- 
gestion that the trial has been a Divine 
chastening and requires. self-judgment, 
penitence and pardon, and the blessed as- 
surance that both pardon and healing may 
be claimed together in His name. 

11. III John 2: “Beloved, I wish (pray) 
above all things that thou mayest prosper 
and be in health, even as thy soul pros- 
pereth.” If more were needed than the 
testimony of James, John, the last of the 
Apostles, and the one who best knew the 
Master’s heart, has left this tender prayer, 
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by which we may know our Father's gen- 
tle care for our health as well as for our 
souls. And when God breathes such a 
prayer for us, we need not fear to claim it 
for ourselves. But, as we do, we must not 
forget that our health will be even as our 
soul prospereth. 

12. Eph. 5:30: “We are members of his 
body, of his flesh, and his bones.” These 
words recognize a union between our body 
and the risen body of the Lord Jesus Christ, 
which gives us the right to claim for our 
mortal frame the vital energy of His perfect 
life. He has given His life for us, and it is 
all-sufficient. 

13. Rom. 8:11: “If the Spirit of him 
that raised up Jesus from the dead dwell in 
you, he that raised up Christ from the dead 
shall also quicken your mortal bodies by 
his Spirit that dwelleth in you.” This can- 
not refer to the future resurrection. That 
will be by the “Voice of the Son of God,” 
not the Holy Spirit. This is a present 
dwelling and a quickening by the Spirit. 
And it is a quickening of the “mortal body,” 
not the soul. What can this be but phys- 
ical restoration, which is the direct work 


Scriptural Foundation 27 


of the Holy Ghost, and which only they 
can receive who know the indwelling 
of the Divine Spirit. It was the Spirit 
of God that wrought all the miracles 
of Jesus Christ on earth (Matt. 12:28). And 
if we have the same Spirit dwelling in us, 
we shall experience the same works. 

14. II Cor. 4:10, 11: “Always bearing 
about in the body the dying of the Lord 
Jesus, that the life also of Jesus might be 
made manifest in our body. For we which 
live are always delivered unto death for 
Jesus’ sake, that the life also of Jesus might 
be made manifest in our mortal flesh.” 

This is Paul’s physical experience, con- 
stant peril, infirmity and physical suffering, 
probably by persecution and even violence, 
in order that the healing, restoring and sus- 
taining power and life of Jesus might be 
the more constantly manifest in His very 
body for the encouragement of suffering 
saints, “for your sakes.” His life was a 
constant miracle—that it might be to all 
men a pledge and monument of the prom- 
ise made to Him for all who might hereafter 
suffer. “My grace is sufficient for thee.” 
This life, He tells us (verse 16) “was renewed 
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day by day.” The healing power of Christ 
is dependent on our continual abiding in 
Him, and, like all His gifts, is renewed day 
by day. 

15. Finally, as a voice that has been 
speaking for eighteen centuries, let us hear 
the sweet words (Heb. 13:8) “Jesus Christ, 
the same yesterday, to-day, and for ever.” 
And this is but an echo of that voice that 
spoke these parting words a generation be- 
fore: “Lo, I am with you alway, even 
unto the end of the world.” He did not 
say, I will be; that would have suggested 
a break; but I am, an unchanging now, 
a presence never withdrawn, a love, a near- 
ness, a power to heal and save, as constant 
and as free as ever, even unto the end of the 
world; “Jesus Christ, the same yesterday, 
to-day, and for ever.” 

Thus have we traced the teachings of the 
Holy Scriptures from Exodus to Patmos: 
we have seen God giving His people the or- 
dinance of healing in the very outset of their 
pilgrimage; we have seen it illustrated in 
the ancient dispensation in the sufferings 
of Job, the songs of David, and the sad 
death of Asa; we have seen Isaiah’s pro- 
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phetic vision of the coming Healer; we 
have seen the Son of man coming to ful- 
fil that picture to the letter; we have heard 
Him tell His weeping disciples of His un- 
changing presence with them; we have seen 
Him transmit His healing power to their 
hands; and we have seen them hand it down 
to us and to the Church of God, until the 
latest ages of time. And now what more 
evidence can we ask? What else can we 
do but believe, rejoice, receive and pro- 
claim this great salvation to a sick and sink- 
ing world? 


CHAPTER II. 
PRINCIPLES OF DIVINE HEALING. 


HERE are certain principles underlying 
the teachings of the Holy Scriptures 
with respect to healing which it is important 
to understand, and which, when rightly un- 
derstood, are most helpful to intelligent faith. 
1. The causes of disease and suffering 
are distinctly traced to the Fall and sinful 
state of man. If sickness were part of the 
natural constitution of things, then we 
might meet it wholly on natural grounds, 
and by natural means. But if it be part of 
the curse of sin, it must have its true reme- 
dy in the great Redemption. That sickness 
is the result of the Fall, and one of the 
fruits of sin, no one can surely question. 
Death, we are told, has passed upon all, 
for that all have sinned, and the greater 
includes the less, 


Principles of Divine Healing 31 


Sickness is named among the curses of 
Deuteronomy, which God was to send for 
Israel’s sin. Again, it is distinctly con- 
nected with Satan’s personal agency. He 
was the direct instrument of Job’s suffer- 
ing, and our Lord definitely attributed the 
diseases of His time to direct Satanic pow- 
er. It was Satan who bound the paralyzed 
woman “these eighteen years”; and it was 
demoniacal influence which held and 
crushed the bodies and souls of those Christ 
delivered. If sickness be the result of a spir- 
itual agency, it is most evident that it must 
be met and counteracted by a higher spirit- 
ual force, and not by mere natural treat- 
ment. 

And again, on the supposition that sick- 
ness is a Divine discipline and chastening, 
it is still more evident that its removal 
must come, not through mechanical or 
physical appliances, but through spiritual 
channels. It would be both ridiculous and 
vain for the arm of man to presume to 
wrest the chastening-rod from the Father’s 
hand by physical force or skill. The only 
way to avert His stroke is to submit the 
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spirit in penitence to His will, and seek in 
humility and faith His forgiveness and re- 
lief; so that from whatever side we look at 
disease, it becomes evident that its remedy 
must be found in God alone and the gospel 
of Redemption. 

2. If the disease be the result of the 
Fall, we may expect it to be embraced in 
the provisions of Redemption, and would 
naturally look for some intimation of a 
remedy in the Preparatory Dispensation 
which preached the gospel. Nor are we 
disappointed. The great principle that 
God’s care and providence embrace the 
temporal and physical needs of His people, 
as well as the spiritual, runs all through 
the Old Testament. Distinct provision for 
Divine healing is made in all the or- 
dinances of Moses. And the prophetic pic- 
ture of the coming Deliverer is that of a 
great Physician as well as a glorious King 
and gracious Saviour. 

The healing of Abimelech, Miriam, Job, 
Naaman and Hezekiah; the case of the 
leper, the incident of the brazen serpent, 
the statute at Marah, and the blessings and 
curses at Ebal and Gerizim, the terrible re- 
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buke of Asa, the 103rd Psalm, and 53rd 
chapter of Isaiah, leave the testimony of 
the Old Testament clear and distinct that 
the redemption of the body was the Divine 
prerogative and purpose. 

3. The personal ministry of Jesus Christ 
is the next great stage in the development 
of these principles. In His life on earth we 
see a complete vision of what Christianity 
should be, and from His words and works 
we may surely gather the full plan of re- 
demption. And what was the testimony of 
His life to physical healing? He went 
about their cities healing all manner of sick- 
ness and disease among the people. He 
healed all that had need of healing, that 
it might be fulfilled which was spoken by 
Isaiah the Prophet: “Himself took our in- 
firmities, and bare our sicknesses.” 

Now, when we remember that this was 
not an occasional incident, but a chief part 
of His ministry; that He began His work 
with it; that He continued it to the close of 
His life; that He did it on all occasions 
and in a great variety of cases; that He 
did it without leaving any doubt or ques- 
tion of His will; that He distinctly said to 
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the doubting leper, “I will,” and was only 
grieved when men hesitated to trust Him 
fully ; and when we realize that in all this 
He was but unfolding the real purpose of 
His great redemption, and revealing His 
own unchanging character and love, and 
that He is still “the same yesterday, and 
to-day, and for ever,” surely we have a 
principle to rest our faith upon as secure as 
the Rock of Ages. 

4. But redemption finds its center in the 
Cross of our Lord Jesus Christ, and there 
we must look for the fundamental princi- 
ple of Divine healing, which rests on the 
atoning Sacrifice. This necessarily follows 
from the first principle we have stated. If 
sickness be the result of the Fall, it must 
be included in the atonement of Christ, 
which reaches as “far as the curse is found.” 

Again, this fundamental principle is most 
distinctly stated in the 53rd chapter of 
Isaiah, as we have seen. Christ is there 
said to have “borne our griefs and carried 
our sorrows,” the word “bear” being the 
very same used for the atonement of sin; 
the same used elsewhere to describe the 
act of the scapegoat in bearing away the 
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people’s guilt; and the same used in the 
same chapter with respect to His “bearing 
the sins of many.” As He has borne away 
our sins, He also bore our sicknesses. 

Peter also states that “his own self bare 
our sins in his own body on the tree. 
by whose stripes ye were healed.” In His 
own body He has borne all our bodily lia- 
bilities for sin, and our bodies are set free. 
That one cruel “stripe’ of His—for the 
word is singular—summed up in it all the 
aches and pains of a suffering world; and 
there is no longer need that we should suf- 
fer what He has sufficiently borne. Thus 
our healing becomes a great redemption 
right, which we simply claim as our pur- 
chased inheritance through the blood of 
His Cross, 

5. But there is something higher even 
than the Cross. It is the Resurrection of 
our Lord. There the Gospel of Healing 
finds the fountain of its deepest life. The 
death of Christ destroys sin—the root of 
sickness. But it is the life of Jesus which 
supplies the source of health and life for 
our redeemed bodies. The body of Christ 
is the living fountain of all our vital 
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strength. He who came forth from Jo- 
seph’s tomb, with the new physical life of 
the resurrection, is the Head of His people 
for life and immortality. 

Not for Himself alone did He receive 
the power of an endless life, but as our 
Life. God “gave him to be the Head over 
all things to the Church, which is his 
body.” “We are members of his body, 
of his flesh, and of his bones.” The Risen 
and Ascended One is the Fountain of our 
strength and life. We eat His flesh and 
drink His blood, and He dwelleth in us 
and we in Him. As He liveth in the Fath- 
er, so he that eateth Him shall live by Him. 
This is the great, the vital, the most pre- 
cious principle of physical healing in the 
name of Jesus. It is “the life also of Jesus 
manifested in our mortal flesh.” 

6. It follows from this that it must be 
wholly a new life. The death and resurrec- 
‘tion of the Lord Jesus have made an infin- 
ite gulf between the present and the past 
of every redeemed life. Henceforth, “If 
any man be in Christ, he is a new creation. 
Old things are passed away, all things are 
become new.” The death of Jesus has slain 
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our old self. The life of Jesus is the spring 
of our new life. This is true of our physi- 
cal life. It is not the restoration of the 
old natural strength. It is not the build- 
ing up of our former constitution. It is 
the letting go of all the old dependencies. 
It may be accompanied by the failure of 
our natural strength. It is a strength 
which “Out of weakness is made strong,” 
which has no resources to start with; 
which, creation-like, is made out of nothing; 
which, resurrection-like, comes out of the 
tomb and the failure of all previous hope 
and “means.” 

This principle is of immense importance 
in the practical experience of healing. So 
long as we look for it in the old natural 
life, we shall be disappointed. But when 
we cease to put confidence in the flesh, and 
look only to Christ and His supernatural 
life in us for our strength of body as well 
as spirit, we shall find that we “can do all 
things through Christ which strengthen- 
eth us.” 

7. It follows from this that the physical 
redemption which Christ brings, is not 
merely healing, but also life. It is not the 
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readjustment of our life on the old basis, 
leaving it thenceforward to go like a ma- 
chine upon the natural plane, but it is the 
imparting of a new kind of life and 
strength. Therefore it is as fully within 
the reach of persons in health as those who 
are diseased. It is simply a higher kind of 
life, the turning of life’s water into His 
heavenly wine. 

Therefore, it must also be kept by con- 
stant abiding in Him, and receiving from 
Him. It is not a permanent deposit, but a 
constant dependence, a renewing of the in- 
ward man day by day, a strength which 
comes only as we need it, and continues 
only while we dwell in Him. 

Such a life is a very sacred thing. It 
gives a peculiar sanctity to every look, 
tone, act and movement of the body. We 
are living on the life of God, and we must 
live like Him and for Him. A body thus 
divinely quickened adds power to the soul 
and to all the service of the Christian life. 
Words spoken in this Divine energy, works 
done through the life of God, will be 
clothed with a positive effectiveness which 
must make men feel that the body as well 
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as the spirit is indeed the very temple of 
the Holy Ghost. 

8. The great Agent in bringing this new 
life into our life is the Holy Ghost. The 
tedemption work of the Lord Jesus is not 
completed without His blessed ministry. 
Not as a visible physical presence does the 
Saviour of sinners and of the diseased now 
meet the sick, and halt, and blind, but 
through the Spirit. It has all the old physi- 
cal power, and produces all the ancient re- 
sults upon the suffering frame, but the ap- 
proach is spiritual, not physical. 

His presence must be brought to our con- 
sciousness; the contact of our need with 
His life must come through the Holy Spir- 
it. So Mary had to learn in the very first 
moment of the resurrection. “Touch me 
not ...1 ascend.” Thus, henceforth, must 
she know Him as the Ascended One. So 
Paul had ceased to know Christ Jesus 
Satrcre the ties. 

So also our Lord said to the disciples at 
Capernaum, when speaking of the Living 
Bread—the Source of healing—He added: 
“What and if ye shall see the Son of man 
ascend up where he was before? It is the 
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Spirit that quickeneth; the flesh profiteth 
nothing.” This is the reason why many 
find it hard to meet the Healer. They do 
not know the Holy Ghost. They do not 
know God spiritually. 

The sun in the heavens might as well be 
but a cold and glaring ball of ice were it 
not for the atmosphere which attracts its 
warmth and light to us and diffuses them 
through our world. And Christ’s life and 
love only reach us through the Holy Spirit, 
the Light, the Atmosphere, the Divine Me- 
dium who brings and sheds abroad His 
life and light, His love and presence in 
our being; taking of the things of Christ 
and showing them to us, extracting His 
life and sweetly diffusing it through every 
part of our being. He is the Great Quick- 
ener. It was through the Holy Ghost that 
the Lord cast out devils on earth, and now, 
“If the Spirit of him that raised up Jesus 
from the dead dwell in you, he that raised 
up Christ from the dead shall also quicken 
your mortal body, by his Spirit that dwell- 
eth in you.” 

9. This new life must come, like all the 
blessings of Christ’s redemption, as the free 
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grace of God, without works, and without 
distinction of merit or respect of persons. 

Everything that comes through Christ 
must come as grace. There can be no 
works mingled with justifying faith. Even 
so, our healing must be wholly of God, or 
not of grace at all. If Christ heals, He must 
do it alone. This principle ought to settle 
the question of using “means” in connec- 
tion with faith for healing. The natural 
and the spiritual, the earthly and the heav- 
enly, the works of man and the grace of 
God cannot be mixed, any more than you 
could expect to harness a tortoise with a 
locomotive. They cannot work together. 
The gifts of the gospel are sovereign gifts. 
God can do the most difficult things for us 
Himself. But He does not help our self- 
sufficiency to do the easiest. A hopeless case 
is therefore much more hopeful than one 
where we think we can do something our- 
selves. We must venture on Him wholly. 

If healing is to be sought by natural 
“means,” let us get all the best results of 
skill and experience. But if it is to be 
through the name of Jesus, it must be by 
grace alone. 


42 Gospel of Healing 


It follows also in the same connection that 
if it be a part of the gospel and a gift of 
Christ, it must be an impartial one, limited 
only by the great “whosoever” of the gos- 
pel. It is not a special gift of discrimina- 
ting favoritism, but a great and common 
heritage of faith and obedience. It is 
“Whosoever will let him take the water 
of life freely.” It is true that all who come 
must conform to the simple conditions of 
obedient faith; but these are impartial, 
without respect of persons, and within the 
reach of all who trust and obey. 

10. The simple condition of this great 
blessing—the condition of all the blessings 
of the gospel alike—is faith without sight. 
Grace without works and faith without 
sight must always go together as twin 
principles of the gospel. The one thing 
God asks from all who are to receive His 
grace is that they shall trust His simple 
Word. But this must be real trust. It 
must believe and doubt not. If God’s 
Word be true at all, it is absolutely and 
utterly true. 

A very small seed can split open with 
its living roots the great rocks and moun- 


Principles of Divine Healing 43 


tains, but the germ must be in its integrity. 
One little laceration may kill its life. One 
doubt will destroy the efficiency of faith, 
and therefore it must begin by the soul tak- 
ing God simply at His word. A faith that 
is going to wait for signs and evidence 
will never be strong. Plants that begin by 
leaning will always need support. Indeed, 
the “faith” which rests upon seeing is not 
faith. “Blessed are they that have not seen 
and yet have believed.” 

Abraham had to believe God and take the 
new name of faith and fatherhood before 
there was any indication of the answer, and 
when, indeed, every natural sign contra- 
dicted and stultified it. It is beautiful to 
notice the form of expression in Genesis 
17. Firs he is told: “Thou shalt be a 
father of many nations.” Then comes the 
change of Abraham’s name, which was the 
profession of his faith, and the acknowledg- 
ment before a scorning world that he be- 
lieved God. 

Then follows God’s next word. But how 
wonderful! The tense is changed. It is no 
longer a promise, but an accomplished fact: 
“A father of many nations I have made 
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thee.” Faith has turned the future into 
the past, and now God calleth “the things 
that be not” as though they were. So we 
must believe, and receive the healing life 
of Jesus and all the blessings of the gospel. 

11. Are we under the obligation to obey 
the ordinance of physical healing? Is it an 
optional matter with us how we shall be 
healed, and whether we shall trust God or 
look to man? Is it not “an ordinance and a 
statute’ for us, and a matter of simple 
obedience? Is it not His great prerogative 
to deal with the bodies He has redeemed, 
and an impertinence for us to choose some 
other way than His? Is not the gospel 
of salvation a commandment as well as a 
promise, and is not the gospel of healing 
of equal authority? 

Has He not chosen to legislate about the 
way in which the plague which has en- 
tered His world shall be dealt with, and 
have we any business to interfere with His 
great Health Promise? Has He not at 
enormous cost provided a remedy for the 
bodies of His children as part of His re- 
demption, and is He not jealous for the 
honor and rights of His dear Son’s name 
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in this matter? Does He not claim to be 
the owner of His children’s bodies, and 
does He not claim the right to care for 
them? Has He not left us one great pre- 
scription for disease, and is not any other 
course unauthorized and followed at our 
own risk? Surely these questions answer 
themselves and leave but one course open 
to every child of God to whom He gives 
the light to see His glorious truth, that His 
Word is “Yea” and “Amen.” 

12. The order of God’s dealings with our 
souls and bodies is regulated by certain 
fixed principles, and the Bible was written 
to state them in plain language for the 
wayfaring man. He works from within 
outwards, beginning with our spiritual na- 
ture and then diffusing His life and power 
through our physical being. Many persons 
come to God for healing whose spiritual 
life is wholly defective and wrong. God 
does not always refuse the healing. He 
begins in the depths of the soul, and when 
it is prepared to receive His life, He may 
begin to heal the body. 

There is a close relation between the state 
of the soul and the body. John prays that 
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Gaius “may be in health and prosper, even 
as thy soul prospereth.” A little cloud of 
sin upon the heart will leave a shadow upon 
the brain and nerves and a pressure upon 
the whole frame. A malicious breath of 
spiritual evil will poison the blood and de- 
press the whole system. And a clear, calm 
and confident spirit will bring vigor into 
all the physical life, and open the way for 
all the full pulses of the Lord’s life in us. 

Hence, also, healing will often be gradual 
in its development, as the spiritual life 
grows and faith takes a firmer hold of 
Christ. The principle of the Divine life, 
like the natural, is “first the blade; then the 
ear; after that the full corn in the ear.” 
Many persons want the head of wheat while 
the blade is yet tender. Now it would 
only overwhelm us by its weight. We 
must have deep and quiet strength to sus- 
tain our higher blessing. Sometimes this 
preparation is all completed beforehand. 
Then God can work very rapidly. But in 
each case He knows the order and process 
best adapted to the development of the 
whole man, which is ever His great end in 
all His workings in us, 
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Any limitations there may be of heal- 
ing are also fixed by certain principles; and 
it must be remembered that it is not im- 
mortal life that is promised in connection 
with the healing of the mortal body. It is 
sometimes asked: Why should people ever 
die, if Christ will always heal? Because 
faith can only go as far as God’s promise, 
and God has nowhere promised that we 
shall never die during this dispensation. 
The promise is fulness of life, and health, 
and strength, up to the measure of our nat- 
ural life, and until our life-work is done; 
but some enter not into this Promised 
Land because of unbelief, and because they 
are a stiff-necked generation. True, it is 
the life of the resurrection which we have; 
but it is not the whole of it—only the first- 
fruits. In speaking of our immortal life, in IT 
Cor. 5:5, the Apostle says: “Now he that 
hath wrought us for the selfsame thing is 
God, who also hath given unto us the 
earnest of the Spirit.” 

That is, as our earnest was a handful of 
the very soil of the purchased farm, but 
only a handful, so God has given us now, 
by His Spirit, in our new physical life, a 
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handful of the very life of the resurrection. 
But it is only a handful, and the fulness 
will not come until His coming. But that 
handful is worth more than all the soil of 
earth. 

The next limitation has reference to the 
measure and degree in which we can ex- 
pect this life in our present state. Shall 
we have strength for all kinds of supernat- 
ural exploits and extraordinary exertions? 
We have the promise of sufficient strength 
for all the will of God and all the service 
of Christ. But we shall have no strength 
for mere display, and certainly none to 
waste in recklessness, or spend in selfish- 
ness and sin, 

Within the limits of our God-appointed 
work—and these limits may be very wide, 
much wider than any mere natural strength 
—we “can do all things through Christ that 
strengtheneth us,” and may fearlessly un- 
dertake all labors, self-denials, and difficul- 
ties in the face of exposure, weakness, con- 
ditions of climate, and the most engrossing 
demands upon strength and time, where 
Christ clearly leads and calls us; and we 
shall have His protecting power and find 
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that “God is able to make all grace abound 
... that ye, always having all sufficiency 
in all things, may abound to every good 
work.” 

But let us touch the forbidden earth, get 
out of the sacred circle of His will, or 
spend our strength on self or sin, and our 
life will lose its strength like Samson’s arm 
and wither like Jonah’s gourd. Yes, it must 
be true in our life, always true: “Of him, 
and through him, and to him, are all 
things: to whom be glory for ever. Amen.” 


CHAPTER III. 
POPULAR OBJECTIONS. 


E shall now refer to some of the most 

forcible objections to the glad tid- 
ings that He that “forgiveth all thine iniqui- 
ties,” as truly and as fully also “healeth all 
thy diseases.” 

1. The age of miracles is past. This is 
commonly assumed as an axiom, and almost 
quoted as a Bible text. In reply, let us ask, 
What age are we in? There have been, and 
shall be, various ages and dispensations, 
viz. Paradisaical, Antedeluvian, Patriarchal, 
Mosaic, Christian, Millennial, Eternal. 

We are not in the Patriarchal or Mosaic, 
we are not in the Millennial, we must there- 
fore be in the Christian. But perhaps there 
are two or three Christian ages; one for 
Christ and His Apostles, and one for us. 
And yet Paul says he lived in “these last 
days.” He speaks of the people of his gen- 
eration as those on whom “the ends of the 
world are come.” And Peter, in his sermon 
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on the Day of Pentecost, claims for his day 
a prophecy of Joel for the latter days. 
We must then be in the Age of Christ 
and Christianity ; and if this is not the Age 
of Miracles, then what is it? But, per- 
haps, there was to be a great gulf between 
the first and last periods of this age. Per- 
haps it was only to begin with special man- 
ifestations of Divine power and then shade 
down into sober commonplace. Why then 
should Joel say that the signal outpouring 
of the Holy Spirit should be “in the last 
days,” and the special gifts of the Spirit to 
the handmaids and servants, and the pre- 
ternatural signs and wonders both in earth 
and heaven should be specially “before the 
great and the terrible day of the Lord 
come,” that is, toward the close of the 
Christian age, and prior to the Advent? 
Why also should Paul so strongly insist, 
in I Cor. 12, that the Church of Christ is 
one body, not two, and that the gifts of 
every part belong to the whole? If there 
be an essential difference between the 
Apostolic and later age, then the Churck 
is not one body but two; then the gifts 
of those members do not flow into our 
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members; then the glorious figure and 
powerful reasoning of that chapter are false 
and delusive. If we are the same body, we 
have the same life and power. 

What made the Apostles more mighty 
than ordinary men? It was not their com- 
panionship with Jesus; it was the gift of 
the Holy Ghost. Have we not the same? 
And do we not exalt the men and dispar- 
age the Spirit that made them what they 
were when we speak of their power as ex- 
ceptional and transient? 

Peculiar and exceptional functions they 
indeed had, as the witnesses of Christ’s 
resurrection. and the organizers of the 
Church on earth; but to show to men that 
the miraculous gifts of the Church were 
not confined to them, these are specially 
distinguished from the Apostleship in I 
Cor, 12, They were conferred in pre-em- 
inent degree on Stephen, Philip, and others 
who were not apostles at all, and they were 
committed by James to the ordinary and 
permanent eldership of the Church. Nay, 
the dear Master never contemplated or pro- 


posed any post-apostolic gulf of impotence 
and failure. 
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Man’s unbelief and sin have made it. 
The Church’s own corruption has caused 
it. But He never desired it. Standing mid- 
way between earth and heaven, and look- 
ing down to the present century with a love 
as tender, and a grace as full and potential 
as He exercised to the first, and speaking 
in the present tense, as though we were all 
equally near to Him who would never be 
separated from us, He said: “All power is 
given unto me in heaven and earth, and 
lo, I am with you all the days, even unto 
the end of the age” (Greek). 

It was to be one age, not two, and His 
“all power” has never been withdrawn. He 
was to be a perpetual I Am, and to be as 
near at the end as at the beginning. In 
fact, the work we were to do was to be 
but the complement of His own, nay, His 
own work; for Luke says: “He began both 
to do and to teach.” He must, therefore, 
be continuing His work still. And this is 
just what He Himself said our work would 
be: “He that believeth on me, the works 
that I do shall he do also” (that is, these 
works shall be Christ’s and ours, in partner- 
ship), nor shall they be aught diminished 
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by His seeming absence; for “greater 
works. . . Shall he do, because I go to 
my Father.” 

And, indeed, so long as the ancient 
Church retained in even limited measure 
the faith and holiness of the first days, 
the same works were uniformly found. In 
the second, third and fourth centuries, fath- 
ers as famous as Ireneus and Tertullian 
bear testimony to the prevalence of many 
undoubted miracles of healing, and even 
the raising of the dead in the name of 
Jesus. And as late as the fifth century 
supernatural events, in the case of numer- 
ous well-known and living men and women, 
are attested by authorities as high as Pro- 
copius and Justinian, on evidence so strong 
that the sober editor of Mosheim declares 
that he who would doubt it must be ready 
to question all the facts of history. 

The age of miracles is not past. The 
Word of God never indicated a hint of 
such a fact. On the contrary, they are to 
be among the signs of the last days; and 
the very adversary himself is to counter- 
feit them, and send forth at last the spirits 
of devils working miracles, unto the kings 
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of the earth, so that the only defence 
against the false miracles will be the true. 
We are in the age of miracles, the age of 
Christ, the age which lies between two 
Advents, and underneath the eye of a 
ceaseless Divine Presence, the age of Pow- 
er, the age which above all other ages of 
time should be intensely alive. 

2. The same results as are claimed for 
faith in the healing of disease are also said 
to follow the practices of Spiritualism, ani- 
mal magnetism, clairvoyance, etc. We 
will not deny that while some of the man- 
ifestations of Spiritualism are undoubted 
frauds, there are many that are unquestion- 
ably supernatural, and are produced by 
forces for which physical science has no 
explanation. 

It is no use to try to meet this terrific 
monster of SPIRITUALISM, in which, as 
Joseph Cook says, is, perhaps, the great IF of 
our immediate future in England and 
America, with the hasty and shallow denial 
of the facts, or their explanation as tricks 
of legerdemain. They are often undoubt- 
edly real and superhuman. They are “the 
spirits of devils working miracles.” They 
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are the revived forces of the Egyptian 
magicians, the Grecian oracles, the Roman 
haruspices, the Indian medicine-men. They 
are not divine, they are less than omnip- 
otent, but they are more than human. 

Our Lord has expressly warned us of 
them, and told us to test them, not by 
their power, but by their fruits, their holi- 
ness, humility, and homage to the name of 
Jesus and the Word of God; and their very 
existence renders it the more imperative 
that we should be able to present against 
them—like the rod of Moses which swal- 
lowed the magicians’ rods, and at last si- 
lenced their limited power—the living 
forces of a holy Christianity in the physical 
as well as the spiritual world. 

3. The miracles of Christ and His 
Apostles were designed to establish the 
facts and doctrines of Christianity; we do 
not need their continuance. Why, then, 
do the critics call in question the existence 
of these facts and the credibility of these 
writings? How are the inhabitants of new 
countries to know the Divinity of these 
oracles? What access have they, or in- 
deed the great masses of men everywhere, 
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scripts of the Bible? 

Nay, every generation needs a living 
Christ, and every new community needs 
these “signs following,” to confirm the 
Word. And we have sometimes seen the 
plausible and persistent agnostic, whom 
no reason could satisfy, silenced and con- 
founded when brought face to face with 
some humble, illiterate woman, as she told 
him with glowing honesty, which he felt 
in the depth of his heart, that she had been 
raised up from lifelong helplessness by the 
Word and name of Jesus only. 

Until He comes again the world will nev- 
er cease to need the touch of His Power 
and Presence. “God also bearing them 
witness both with signs and wonders. . 
and gifts of the Holy Ghost according to 
his own will.” 

There is also a current misapprehension 
about the full design of Christ’s miracles 
which takes away one-half their beauty 
and value. They are looked upon solely 
and mainly as_ special testimonies to 
Christ’s power and Divinity. But if this 
had been all, a few special and marked 
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cases would have been sufficient. He 
would not then have healed the thousands 
who daily thronged Him. But we are told, 
on the contrary, that they were not isolated 
and occasional, but numerous and almost 
universal. 

He healed all that had need of healing, and 
all that were sick, and, not only as a proof 
of His power, but to show that which He 
now wished them to know—His boundless 
love—to fulfil the ancient prophetic picture 
of the blessed Christ, and “that it might be 
fulfilled that was spoken by the Prophet 
Isaiah: Himself took our infirmities, and 
bare our sicknesses.” But if it was neces- 
sary then for Him to fulfil that character, 
it is as much so now—that He should nev- 
er cease to be true to the picture God drew 
of Him, and which He also drew of Him- 
self. 

If this be not true still for us, then “Jesus 
Christ is” not “the same, yesterday, to- 
day, and for ever.” If this be not still true 
for us, then—perhaps—the other promises 
of the Scripture are not also true for us, 
and He has not borne our sins any more 
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than our sickness and suffering. Nay, “His 
heart is still the same.” 

4. A common objection is urged in this 
way,—Christ’s last promise in Mark em- 
braces much more than healing; but if you 
claim one, you must claim all. If you ex- 
pect the healing of the sick, you must also 
include the gift of tongues and the power to 
overcome malignant poisons; and if the gift 
of tongues has ceased, so in the same way 
has the power over disease. We cheerfully 
accept the severe logic, we cannot afford 
to give up one of the promises. 

We admit our belief in the presence of 
the Healer in all the charismata of the 
Pentecostal Church. We see no reason 
why a humble servant of Christ, engaged 
in the Master’s work, may not claim in 
simple faith the power to resist malaria and 
other poisons and malignant dangers. To 
a greater or less extent the gift of tongues 
has been continuous in the Church of 
Christ, and along with many counterfeits 
has undeubtedly been realized in the pres- 
ent generation. 

5. Perhaps no objection is more strong- 
ly urged than the glory that rebounds 
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to God from our submission to His will 
in sickness, and the happy results of 
sanctified affliction. Well, if those who 
urge and claim to practice this suggestion 
would really accept their sickness, and lie 
passive under it, they would at least be 
consistent. But do they not send for a 
doctor, and do their best to get out of this 
“sweet will of God”? Is this meekly sub- 
mitting to the affliction, and does not the 
submission usually come when the result is 
known to be inevitable. 

We do not deny the happy results of 
many a case of painful sickness in turning 
the soul from some forbidden path and 
leading it into deeper experiences; nor do 
we question the deep and fervent piety of 
many an invalid who cannot trust God for 
healing; but we are sure there is an im- 
mense amount of vague and unscriptural 
misunderstanding with respect to the prin- 
ciples of Christian discipline. 

“For this cause many are weak‘and sick- 
ly among you, and many sleep; for if we 
would judge ourselves, we should not be 
judged.” Here is a definite and unchange- 
able law of God’s dealings with His dear 
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children. When we are judging ourselves, 
we shall not be judged. While we hearken 
and obey, He “will put none of these dis- 
eases” upon us which He “brought upon 
the Egyptians.” His normal state for His 
faithful children is soundness of spirit and 
soul and body (1 Thess. 5:23). 

His own prayer for them is that they 
“may be in health and prosper even as their 
soul prospereth.” His will for them is to 
act in these things according to His Word. 
It is ever “the good pleasure of his good- 
ness,” and “that good and acceptable and 
perfect will of God.” “Many,” it is true, 
“are the afflictions of the righteous”; but 
it is also true that “the Lord delivereth 
him out of them all. He keepeth all his 
bones: not one of them is broken.” And 
between “affliction” and “sickness,” it must 
be well remembered there is a very clear 
distinction. 

At Marah, the children of Israel had to 
drink of bitter water, which God purified, 
just as many atrial is sanctified and blessed. 
It was there that He made a statute and an 
ordinance of healing, and told the people 
that if they would obey Him, they should 
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not be sick, and He would be their constant 
Healer. In exact parallel, James says to 
us, v. 13: “Js any afflicted? let him pray”; 
that is, for grace and strength. But, “Is 
any sick? Jet him call for the elders of the 
Church,” and be healed. 

Affliction is “suffering with Christ”; and 
He was not sick. “In the world ye shall 
have tribulation”; but all the more we 
need a sound, strong heart, to bear and 
overcome. 

6. It is objected that it is presumptuous 
to claim the healing of disease absolutely, 
and that the model of all true prayer is 
Christ’s language in the garden?! “If it be 
possible, let this cup pass from me: never- 
theless not as I will, but as thou wilt.” 
Yes, but they have forgotten that He also 
said: “Save me from this hour; but for 
this cause came I unto this hour. Father, 
glorify thy name.” 

Indeed, there are many who believe that 
our Lord’s prayer in Gethsemane was an- 
swered by the Father, saving Him from 
Satan’s attempt to take His life, prema- 
turely, in the garden. In Hebrews we are 
told: “He was heard in that he feared.” 
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Certainly, in any such circumstances, when 
prompted by extreme distress to ask for 
something for which we have no clear war- 
rant, promise or favorable intimation of the 
Divine will, we ought ever to refer the 
matter to the arbitration of that unknown 
will, 

But when we know from His own Word 
to us that a blessing is in accordance with 
His will, that it is provided for, purchased 
and promised, is it not really evasive, un- 
candid, disingenuous, and really an affec- 
tation to come to Him in doubt and un- 
certainty, or couching our requests in the 
language of ambiguity? Is it not very 
much the same as if a son at college 
should still keep writing and asking 
your permission for things whereof you 
had already written the fullest direc- 
tions in your first letter? Did Christ 
thus pray when He asked for things He 
knew to be consistent with God’s will? Is 
it not as lawful for us to imitate Him in 
His prayer at Bethany equally with 
Gethsemane? 

And there, what did He say? “Father, 
I know that thou hearest me always,” and 
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again: “Father, I will . . . that they be 
with me.” In His name may we not pray 
even as He, where His will is clearly made 
known? “If ye abide in me, and my words 
abide in you, ye shall ask what ye will, 
and it shall be done unto you.” Do we 
pray in indefiniteness when we ask for- 
giveness? We take it and claim it, and be- 
ing strong in faith, we thus most effectual- 
ly glorify God. 

7. Weare told that there are many cases 
of failure; and Paul and his companions 
are first enumerated. Paul’s inevitable 
thorn is kept as a precious relic to torment 
doubting Christians; and Trophimus and 
Epaphroditus are dragged forward on their 
couches to encourage the willing patient in 
the Hospital of Doubting Castle. 

With regard to Paul’s thorn we must 
say, first: It is not at all certain that it 
was disease; it was a messenger of Satan 
to buffet him, i. e., some humitiation—per- 
haps stammering. 

Secondly: It was so far healed and more 
than healed, whatever it was, that it 
brought the power of Christ to rest upon 
him so mightily that he was abundantly 
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enabled for all his labors and duties, and 
longed for more such provocations of bless- 
ing. And he who can see in this a feeble 
invalid laid aside from work. is afflicted 
with spiritual cross eyes. 

Thirdly: Before people can claim that 
their sickness is a heavenly visitation like 
Paul’s to keep them from being exalted 
above measure, they would need to have 
been up in the third heaven with him and 
heard things unlawful for a man to utter! 

And fourthly: Paul does give us else- 
where the account of his healing (2 Cor. 1: 
8-11); and it was unmistakably by believ- 
ing prayer and mighty faith even in “God 
that raiseth the dead.” As to Epaphroditus, 
he was healed through God’s mercy. ‘Tro- 
phimus may also have been healed al- 
though delayed. 

Healing, even by faith, is not always in- 
stantaneous. There are “miracles” and 
“gifts of healing,” the one sudden and 
stupendous, the other simple and probably 
gradual. That Trophimus should have 
been himself to blame for his illness or 
slowness of faith is not wonderful, and 
that there should be only two such cases 
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in all these inspired personal sketches is 
most wonderful. 

There are still cases of failure, but they 
may be accounted for, perhaps through de- 
fective knowledge or unbelief, disobedience 
to God in some way, failure to follow con- 
sistently the teachings of the Word and 
the Spirit, or for a deeper spiritual disci- 
pline. And there are failures in the spiritual 
life from the same or similar causes, which 
in no way disprove the reality of the Di- 
vine promises or the sufficiency of Christ’s 
grace. “Let God be true,” even if - “every 
man” be a “liar.” 

8. But we are told, if these things be so, 
people should never die. Why not? Why 
should faith go farther than the Word? 
Anything beyond that is presumption. 

The Word places a limit to human life, 
and all that Scriptural faith can claim is 
sufficiency of health and strength for our 
life-work and within its fair limits. It may 
be longer or shorter, but we need not, like 
the wicked, live out less than half our days. 
It should be complete, satisfying, and long 
enough for the work of life. And then, 
when the close comes, why need it be with 
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painful and depressing sickness, as che rot- 
ten apple falls in June from disease, and 
with a worm at the root? 

Why may it not be rather as that ripe 
apple would drop in September, mature, 
mellow, and ready to fall without a strug- 
gle into the gardener’s hand? So Job pic- 
tures the close of a good man’s life as the 
full maturity of the “shock of corn that 
cometh in his season.” 

g. We are asked by some, did not God 
make all these “means,” and does He not 
want us to use them? And, indeed, is it 
not presumption for us to expect Him to do 
anything unless we do all we can for our- 
selves? We answer, first: God has no- 
where prescribed medical “means,” and we 
have no right to infer that drugs are or- 
dinarily His “means.” They are not again 
and again referred to, like food, as neces- 
sary or enjoined for our use. 

It is a most singular and unanswerable 
fact that in the whole history of the patri- 
archs no reference is made to the use of 
such “means.” In the story of Job, so full 
of vivid details, everybody else is described 
but the doctor, and everything in the uni- 
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verse but drugs. There is no physician in 
attendance, or surely we should have caught 
a glimpse of him in that chamber; and 
when Job recovers, it is wholly from God’s 
direct hand, and when he himself gets down 
in his true place of humility to God and 
love to man. 

In the still more elaborate prescriptions, 
prohibitions, and enactments of the Book 
of Leviticus about all the details of human 
life, even including the disease of leprosy, 
there is not even a remote intimation of a 
doctor or a drugstore. And it is not until 
after the time of Solomon, and the importa- 
tion, no doubt, of Egypt’s godless culture 
and science, that we find the first definite 
case of medical treatment; and there the 
patient dies, and dies under the stigma of 
unbelief and declension from God. 

In the New Testament such “means” are 
referred to in terms not at all complimen- 
tary, when the woman who touched the 
hem of His garment is described. Luke 
abandoned his practice as a physician for 
evangelistic work, as is evident from the 
fact that while he was present with Paul in 
Melita, at the healing of the father of 
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Publius, it was Paul who “laid his hands 
on him and healed him’—surely, that the 
Lord Jesus should have all the glory and 
that His saints in these latter days should 
have the comfort of knowing that the heal- 
ing was done in the presence of a physician 
whose “means” were never used—as far as 
the record goes—after his conversion. 
Without going further, this much at least 
isectear: 

First, that God has not prescribed medi- 
cine. 

Secondly, He has prescribed another way 
in the Name of Jesus, and provided for it in 
the atonement, appointed an ordinance to 
signalize it, and actually commanded and 
enjoined it. 

And thirdly, all the provisions of grace 
are by faith, not by works or “means.” 
The use of remedies, if successful, usually 
gives the glory to man, and God will not 
permit that. If the healing of sickness is 
one of the purchases of Christ’s atonement, 
and one of His prerogatives as our Re- 
deemer, then He is jealous for it, and we 
should also be jealous. 

If it be part of the scheme of salvation, 
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then we know that the whole scheme is 
framed according to the “law of faith.” If 
the language of James be a command, then 
it excludes the treatment of disease by hu- 
man remedies as much as the employment 
of one physician would exclude the treat- 
ment of another at the same time and for 
the same case. 

If that be God’s way of healing, then other 
methods must be man’s ways, and there 
must be some risk in deliberately repudia- 
ting the former for the latter. We do not 
imply by this that the medical profession 
is sinful, or the use of means always 
wrong. There may be, there always will 
be, innumerable cases where faith cannot 
be exercised; and if natural “means” have, 
as they do have, a limited value, there is 
ample room for their employment in these 
cases. But for the trusting and obedient 
child of God there is the more excellent way 
which His Word has clearly prescribed, 
and by which His name will be ever glo- 
rified afresh, and our spiritual life contin- 
ually renewed. 

The age is one of increasing rationalism; 
and unbelief is constantly endeavoring to 
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eliminate all traces of direct supernatural 
working from the universe, and to explain 
everything by second causes and natural 
development; and God, for this very reason, 
wants to show His immediate working 
wherever our faith will afford Him an op- 
portunity. The Higher Criticism is indus- 
triously taking the miraculous from our 
Bibles, and a lower standard of Christian 
life is busy taking all that is Divine out of 
our life. 

Let all who believe in a living God be 
willing to prove to a scoffing generation 
that “the everlasting God, the Creator of 
the ends of the earth, fainteth not, neither 
is weary,” that “in him we live and move 
and have our being,” and that still there is 
“nothing too hard for the Lord.” 

10. We shall only refer in conclusion to 
the objection that these views of the truth 
unduly exalt the bodily life, and direct the 
minds of men from the transcendent inter- 
est of the immortal soul, promoting fanat- 
icism, besides leading to other evils. 

The same objection might be brought 
against the earlier years of our Lord’s min- 
istry, when the healing of the body was 
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made an avenue to reach men’s souls, and 
a testimony of His spiritual teachings. The 
doctrine of Christ’s healing power is so 
closely linked with the necessity of holi- 
ness, and the deeper truths and experiences 
of the spiritual life, that it tends, in a pre- 
eminent degree, to promote purity and ear- 
nestness. 

The power which heals the body usually 
imparts a much richer baptism of the Holy 
Ghost to the heart, and the retaining of 
this Divine life and health requires 
such constant fellowship with God, and 
such consecrated service for the Mas- 
ter, that the spiritual results far outweigh 
the temporal; and it is one of the most 
powerful checks and impulses in the lives 
of those that have truly received it. 

The abuses complained of will usually be 
found connected with false teaching and 
unscriptural perversions of those things 
which rash or ambitious persons dissemi- 
nate for their own ungodly ends. 

The true doctrine of healing through the 
Lord Jesus Christ is most humbling, holy, 
and practical; it exalts no man, it spares 
no sin, it offers no promises to the disobe- 
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dient, it gives no strength for selfish in- 
dulgence or worldly ends, but it exalts the 
name of Jesus, glorifies God, inspires the 
soul with faith and power, summons to a 
life of self-denial and holy service, and 
awakens a slumbering Church and an un- 
believing world with the solemn signals of 
a living God and a risen.Christ. 

Extravagances, perversions, and counter- 
feits, we know there are; unauthorized and 
self-constituted healers, mercenary im- 
postors, who give out that they are “some 
great one,” rash and indiscriminate anoint- 
ings of persons who only bring discredit 
on the truth by their ignorance and incon- 
sistency, and wolves in sheep’s clothing, 
who claim the name of Jesus for the passes 
of clairvoyance, the sorcery of spiritualism, 
and the performances of animal magnetism. 
But the truth of God is not chargeable with 
human error, and the counterfeit is often a 
startling testimony to the existence of the 
genuine. 

Let the ministers of the Lord Jesus an- 
swer and set aside these evils by claiming 
and exercising, in the power of the Holy 
Ghost, the gifts and offices once delivered 
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to them, and let the people of God, in these 
perilous times, “discern between the right- 
eous and the wicked, between him that 
serveth God and him that serveth him 
not.” 


GHAPTERSIV; 


PRACTICAL DIRECTIONS. 


AVING considered the Scriptural 

grounds of the doctrine of healing by 
faith in God, the practical question next 
arises: How can one who fully believes 
in the doctrine receive the blessing and ap- 
propriate the healing? 

1. Be fully persuaded of the Word of 
God in this matter. This is the only sure 
foundation of rational and Scriptural faith. 
Your faith must rest on the great principles 
and promises of the Bible, or it never can 
stand the testing of the oppositions and 
trials which are sure to come. You must 
be so sure that this is part of the gospel 
and the redemption of Christ that all the 
teachings and reasonings of the best of men 
cannot shake you. 

Most of the practical failures of faith in 
this matter result from defective or doubt- 
ful convictions of the Divine Word. The 
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writer may be permitted to mention the 
case of a lady who had fully embraced this 
truth and accepted Christ as her Healer. 
She was immediately strengthened very 
much both in spirit and body, and her over- 
flowing heart was only too glad to tell the 
good news to all her friends. Among others, 
she met her pastor and told him of her 
faith and blessing. To her surprise, he im- 
mediately objected to any such views, 
warned her against this new fanaticism, 
and told her that these promises on which 
she was resting were not for us, but only 
for the apostles and the Apostolic age. She 
listened, questioned, yielded, and aban- 
doned her confidence. In less than one 
month, when the writer saw her again, she 
had sunk to such depression that she 
scarcely knew whether she even believed 
the Bible or not. 

If those promises were for the apostles, 
she argued, why might not all the other 
promises of the Bible also be for them 
only? She was invited to spend a season 
in examining the teaching of the Word of 
God. The promises of healing from Exodus 
to James were carefully compareq and every 
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question calmly weighed, until the truth 
became so manifest, and its evidence so 
overwhelming, that she could only say, “I 
know it is here, and I know it is true, if all 
the world should deny it.” 

Then she knelt and asked the Lord’s for- 
giveness for her weakness and unbelief, re- 
newed her solemn profession of faith and 
consecration, and claimed anew the prom- 
ise of healing and the baptism of the Holy 
Spirit. From that day she has been re- 
stored and blessed with all spiritual] bless- 
ings, until the very pastor who caused her 
to stumble has been forced to own that this 
is the finger of God. But the starting- 
point of all her blessing was the moment 
when she fully accepted and rested in the 
Living Word. 

God’s view of a departure in the slight- 
est detail from His Word as it is written by 
any of His servants is illustrated by the 
case of Moses, when God said, “speak ye to 
the rock,” and Moses used “means” and 
with his rod “smote the rock twice.” And 
further, the importance of God’s directions 
being carried out exactly is emphasized by 
the fact that He says: “Because ye believed 
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me not, to sanctify me in the eyes of the 
children of Israel, therefore ye shall not 
bring this congregation into the land which 
I have given them. This is the water of 
Meribah: because the children of Israel 
strove with the Lord, and he was sancti- 
fied in them.” 

Moses suffered very severely for this de- 
parture from instructions, but God in His 
own way was sanctified. 

2. Be fully assured of the will of God to 
heal you. Most persons are ready enough 
to admit the power of Christ to heal. The 
devil himself admits this. True faith im- 
plies equal confidence in the willingness 
of God to answer this prayer of faith. Any 
doubt on this point will surely paralyze 
our prayer for definite healing. If there be 
any question of this, there can be no cer- 
tainty in our expectation. 

A mere vague trust in the possible ac- 
ceptance of our prayer is not faith definite 
enough to grapple with the forces of dis- 
ease and death. The prayer for healing, “if 
it be His will,’ carries with it no claim for 
which Satan will quit his hold. This is a 
matter about which we ought to know His 
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will before we ask, and then will and claim 
it because it is His will. Has He given 
us any means by which we may know His 
will? Most assuredly. 

If the Lord Jesus has purchased it for us 
in His redemption, it must be God’s will 
for us to have it, for Christ’s whole redeem- 
ing work was simply the executing of the 
Father’s will. If Jesus has promised it to 
us, it must be His will that we should re- 
ceive it, for how can we know His will 
but by His Word? Nay, more, if the Lord 
Jesus has bequeathed it to us in the New 
Testament, which is simply His last will 
and testament, then it is simply one of the 
bequests of our Saviour’s Will, secured to 
all the blood bought heirs of God and joint- 
heirs with Christ. If we are to partake of 
any of the benefits, we must observe all the 
terms of His Testament; therefore all ques- 
tions of our wishes or desires in the matter 
must end when the Will is defined and 
proved. 

The Word of God is for evermore the 
standard of His will, and that Word has de- 
clared immutably that it is God’s greatest 
desire and unalterable principle of action 
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and will to render to every man according 
as he will believe, and especially to save all 
who will receive Christ by faith, and to 
heal all who will receive healing by similar 
faith. No one thinks of asking for forgive- 
ness “if the Lord will.’ Nor should we 
throw any stronger doubt on His promise 
of physical redemption. Both are freely 
offered to every trusting heart that will ac- 
cept them. 

A very striking case recently occurred to 
the writer’s observation. A lady quite prom- 
inent in Christian work had been prayed 
with and anointed for healing. She re- 
turned in a few weeks saying that she was 
no better. She was asked if she had be- 
lieved fully. “Yes,” she replied, “I believed 
that I should be healed if it was His good 
pleasure, and if not, I am willing to have it 
otherwise.” 

“But,” was the reply, “may we not know 
God’s pleasure in this matter from His own 
Word, and ask with the full expectation of 
the blessing? Indeed, ought we to ask 
anything of God until we have reason to 
believe that it is His will? Is not His 
Word the intimation of His will, and, after 
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He has so fully promised it, is it not a 
vexation and a mockery to imply a doubt of 
His willingness?” 

She went away, and the very next morn- 
ing she claimed the promise. She told the 
Lord that now she not only believed that 
He could, but would, and did remove the 
trouble. In less than half an hour it had 
wholly and visibly disappeared—and it was 
an external tumor of considerable size, 
about which there could be no imagination 
or mistake. There is much subtle unbelief 
often in the prayer, “Thy will be done.” 
That blessed petition really expresses the 
highest measure of Divine love and bless- 
ing. No kinder thing can come to us than 
that will. And yet we often ask it as if 
it was the iron hand of a cruel despot, and 
an inexorable destiny. This leads us to say 
with Job: “Though he slay me, yet will I 
trust in him.” 

One doctor who really believed the Bible 
to be the inspired Word of God, actually 
put his belief to the test by first saying’ to 
every patient at the first interview, “Are 
you a Christian?’ When the answer was 
“Yes,” his reply was: “I cannot prescribe 
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any medicine for you, because it is not 
medical healing that will cure you; are you 
willing to put your case in the hands of the 
Lord Jesus Christ?” If again the answer 
was “Yes,” he would pray and explain to 
the patient how he could have healing only 
from the Lord. He would only use the 
ordinary medical “means” with those who 
said they were not Christians. 

It should be added that he was the most 
successful medical practitioner for miles 
around, always having more patients than 
he could deal with personally. 

A most interesting commentary on this 
is the Report of the British Clerical and 
Medical Committee specially appointed as 
representative of the clergy and the med- 
ical profession to investigate spiritual heal- 
ing. This Committee was called together 
because of the rapid spread of successful 
healing outside the medical profession; and 
their finding admits the facts which had 
caused alarm. It is sufficiently striking to 
state that the Committee unanimously 
stated their opinion “that the Divine power 
to heal is only limited by the Divine will.” 

The “Conference of representatives of the 
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Clerical and Medical Professions was held 
at the Chapter House of St. Paul’s Cathe- 
dral, London, in October Ig1o0, to discuss 
the asserted results and the rapid develop- 
ment of ‘Spiritual’ and ‘Faith’ healing move- 
ments. A special Committee was nominated 
to consider and report upon the best methods 
of closer co-operation between the two pro- 
fessions.” 

One of the questions put to each witness 
was: “Do you connect the ‘Spiritual’ heal- 
ing of the present day with the Gifts of 
Healing in the Apostolic Church?” 

“Most of the witnesses connected the 
‘Spiritual healing’ of the present day with 
the ‘gifts of healing’ ot the Apostolic Church, 
regarding these ‘gifts’ as having been long 
dormant, though never entirely interrupted. 
Other witnesses could trace no such con- 
nection.” 

“The Committee fully recognize the 
gravity of the opinions which they have 
formed... . . They would say at the out- 
set that they can conceive of no limitation 
to the exercise of the power ef God in stir- 
ring the inborn spirit of man to higher and 
fuller life; and in inspiring courage and 
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hope to resist morbid conditions of the 
body.” 

“They fully recognize that the operation 
of the Divine Power can be limited only 
by the Divine Will, and desire to express 
their belief in the efficacy of prayer.’* 

Among other things the Committee have 
set themselves: “To formulate a basis up- 
on which some more clearly defined rela- 
tionship and co-operation may be secured 
between ministers of religion and members 
of the medical profession in the treatment 
of disease. To deliver lectures; to publish 
articles or occasional papers giving inform- 
ation to those who may seek it; and to 
warn the public of the serious dangers in- 
cident to the many irregular and often 
ignorant efforts to heal the sick.” 

The Earl of Sandwich, who has laid 
hands on the sick “invariably with success,” 
said, “that he had no authority to connect 
his power with the Gifts of the Apostolic 
Church; but that St. Paul had taught that 


*Quotations from Spiritual Healing: Report of 
a Clerical and Medical Committee of Inquiry into 
Spiritual, Faith, and Mental Healing. Macmillan 
& Co., Limited, London and New York, 1914. 
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to some should be given the Gift of Healing.” 

“In answer to general interrogation, Lord 
Sandwich began by stating that he was per- 
fectly conscious that the Committee could 
not understand his knowledge or his power, 
nor could he explain to them what he him- 
self did not understand. That he recog- 
nized his power as a Divine gift. That he 
acted entirely on direction or intuition as 
to what cases he should treat. That the 
means he chiefly employed were the laying- 
on of hands and prayer. That he did not 
find it a great effort, except in acquiring 
faith in long and severe cases, In the re- 
lief of pain, the effort was obviously less, 
as the relief was so rapidly brought about.” 

“Lord Sandwich mentioned several cases 
in which he had relieved pain permanently 
or effected cures in persons suffering from 
cancer, paralysis, sciatica, neuritis, tic, 
blindness, mania, etc.” 

He was unwilling to undertake to furnish 
the Committee with particulars of his cures. 
“They were indisputable and could be sup- 
ported by the evidence of very many peo- 
ple, including members of the medical and 
clerical professions” 
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3. Be careful that you are yourself right 
with God. If your sickness has come to 
you on account of any sinful cause, be sure 
that you thoroughly repent of and confess 
your sins, and make all restitution as far 
as in your power. If it has been a dis- 
cipline designed to separate you from some 
evil, at once present yourself to God in 
frank self-judgment and consecration, and 
claim from Him the grace to sanctify you 
and keep you holy. An impure heart is a 
constant fountain of disease. A sanctified 
spirit is in itself as wholesome as it is holy. 

At the same time do not let Satan para- 
lyze your faith by throwing you back on 
your unworthiness, and telling you that 
you are not good enough to claim this. 
We never can deserve any of God’s 
mercies. The only plea is the name, 
the merits, and the righteousness of Christ. 
But we can renounce known sin, we can 
walk so as to please God. 

We can judge ourselves, and put away 
all that God shows us as wrong. The mo- 
ment we do this we are forgiven. “If we 
would judge ourselves, we should not be 
judged.” “If we confess our sins, he is 
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faithful and just to forgive us our sins, 
and to cleanse us from all unrighteous- 
ness.” Do not wait to feel forgiveness or 
joy, but let your will be wholly turned to 
God, and believe at once that you are ac- 
cepted, and then draw near with a true 
heart in full assurance of faith, having 
your heart sprinkled from an evil con- 
science, and your body washed with pure 
water. 

It is quite vain for us to try to exercise 
faith for ourselves or others in the face of 
wilful transgression and in defiance of the 
chastening which God has meant we shall 
respect and yield to. But, when we re- 
ceive His correction, and turn to Him 
with humble and obedient hearts, He may 
then graciously remove the pain, and make 
the touch of healing the token of His for- 
giving love. “The prayer of faith shall 
save the sick, and the Lord shall raise 
him up; and if he have committed sins they 
shall be forgiven him. Confess your faults 
one to another, and pray one for another, 
that ye may be healed.” 

Often our sickness is but a moral malaria 
contracted by our getting on Satan’s terri- 
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tory. We cannot be healed until we get 
out of the forbidden place, and stand again 
on holy ground. So that this question of 
our personal state, while not a condition of 
healing, is a very important element in it. 
The great purpose of God in all His deai- 
ings with us is our highest welfare and our 
spiritual soundness. To the suffering 
Christian, therefore, there is no better 
counsel than the old exhortation: “Let us 
search and try our ways, and turn again 
unto the Lord. He doth not afflict willing- 
ly, nor grieve the children of men. The 
Lord is good unto them that wait for him, 
to the soul that seeketh him.” 

4. Having become fully persuaded of the 
Word of God, the Will of God, and your 
own personal acceptance with God, now 
commit your body to Him and claim His 
promise of healing in the name of Jesus by 
simple faith. Do not merely ask for it, but 
humbly and firmly claim it as His covenant 
pledge, as your inheritance, as a purchased 
redemption right, as something already ful- 
ly offered you in the gospel, and waiting 
only your acceptance to make good your 
possession. 
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There is a great difference between ask- 
ing and taking, between expecting and ac- 
cepting. You must take Christ as your 
Healer—not as an experiment, not as a fu- 
ture, perhaps, but as a present reality. 
You must believe that He does now, ac- 
cording to His promise, touch your life 
with His Almighty Hand, and quicken the 
fountains of your being with His strength. 
Do not merely believe that He will do so, 
but claim and believe that He does touch 
you now, and begin the work of healing in 
your body. And go forth counting it done, 
and acknowledging and praising Him for 
it. 

It is a good thing to prepare for this 
solemn act of committal and appropriating 
faith. It ought to be a very deliberate and 
final step, and in the nature of things it 
cannot be repeated. Like the marriage 
ceremony, it is the signalizing and sealing 
of a great transaction, and depends for its 
value upon the reality of the union which 
it seals. 

Before we take this step we ought to 
weigh every question thoroughly and then 
regard them as forever settled, and step 
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out solemnly, definitely, irrevocably, on 
new ground, on God’s promise, with the 
deep conviction that it is forever. This 
gives great strength and rest to the heart, 
and closes the door against a thousand 
doubts and temptations. 

From that moment doubt should be re- 
garded as absolutely out of the question, 
and even the very thought of retreating or 
resorting to old “means” inadmissible. Of 
course, such a person will at once abandon 
all remedies and medical treatment. 

God has become the Physician, and He 
will not give His glory to another. God 
has healed, and all human attempts at help- 
ing would imply a doubt of the reality of 
the healing. When God makes it plain 
that death is approaching it would not ap- 
pear to be unscriptural to call in a doctor, 
as the State officer, lawfully appointed by 
the powers that be, to whom we are en- 
joined to be obedient. 

The more entirely the act of faith can be 
a complete committal, the more power will 
it have. If you have any question about 
your faith for this, make it a special matter 
of preparation and prayer. Ask God to give 
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you special faith for this act. All our 
graces must come from Him, and faith 
among the rest. We have nothing of our 
own, and even our very faith is but the 
grace of Christ Himself within us. We 
can exercise it, and thus far our respon- 
sibility extends; but He must impart it, and 
we simply put it on and wear it as from 
Him. And this makes the exercise of 
strong faith a very simple and blessed pos- 
sibility. 

Jesus does not say to us, “Have great 
faith yourselves.” But He does say to us, 
“Have the faith of God.” God’s faith is all- 
sufficient, and we can have it and use it. 
We can take Christ for our faith as we took 
Him for our justification, for our victories 
over temptation, for our sanctification. We 
may thus sweetly rest in the assurance that 
our faith has not failed to meet the demands 
of the promise, for it has been Christ’s own 
faith. 

We simply come in His name, and pre- 
sent Him as our perfect offering, our plea, 
our faith, our advocate, our righteousness, 
and our very faith itself is nothing but 
simply taking His free gift of grace. Thus 


92 Gospel of Healing 


come and claim His promise; and, having 
done sv, believe according to His Word that 
you have received it. 

5. Act your Faith. “Arise, take up thy 
bed, and walk.” Not to show your faith, or 
display your courage, but because of your 
faith, begin to act as one that is healed. 
Treat Christ as if you trusted Him, by at- 
tempting in His Name and strength what 
would be impossible in your own; and He 
will not fail you if you really trust Him, 
and continue to act your faith consistently 
and courageously. But it is most impor- 
tant that you should be careful that you do not 
do this on any other human faith or word. 

Do not rise from your bed or walk on 
your lame foot because somebody tells you 
to do so. That is not faith, but impres- 
sion. He will surely tell you to do so, but 
it must be at His Word; and if you are 
walking with Him and trusting Him, you 
shall know His voice. Your prayer, like 
Peter’s, must be, “Lord, bid me come unto 
thee on the water,” and He will surely bid 
you, if He is to heal you; but in this great 
and solemn work, each of us must know and 
see the Lord for himself. 
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Let us remember the Lord’s words to 
Peter when he began to sink, “O thou of 
little faith, wherefore didst thou doubt?” 
And then, when you do go forth to act 
your faith, be careful not to begin to watch 
the result or look at the symptoms, or see if 
you stand. 

You must ignore all symptoms, and see 
only Him there before you, almighty to 
sustain you and save you from falling. The 
man who digs up his seed to see if it is 
growing will very soon kill it at the root. 
The true farmer trusts nature and lets it 
grow in silence. So let us trust God, will- 
ing even to see the answer buried like that 
seed, and dying in the dark soil of discour- 
agement, knowing that “if it die it bring- 
éth forth much fruit.” 

6. Be prepared for Trials of Faith. Do 
not look always for the immediate removal 
of the symptoms. Do not think of them. 
Simply ignore them and press forward, 
claiming the reality back of all symptoms. 
Remember the health you have claimed is 
not your own natural strength, but the life 
of Jesus manifested in your mortal flesh, 
and therefore the old natural life may still 
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be encompassed with many infirmities, but 
back of it and over against it is the all- 
sufficient life of Christ to sustain your 
body. “Ye are dead, and your life is hid 
with Christ in God.” But “Christ is your 
life ;’ and the life you now live in the flesh 
you “live by the faith of the Son of God,” who 
loved you and gave Himself for you. Do 
not, then, wonder if nature often fails you. 
The Lord’s healing is not nature, it is grace, 
it is by the power of the risen Lord. 

It is Christ who is your life; Christ’s 
body for your body as His Spirit was for 
your spirit. Therefore do not wonder if 
there should be trials. They come to show 
your need of Christ and throw you back up- 
on Him. And to know this, and so to put on 
His strength in our weakness, and live in 
it moment by moment, is the way of per- 
fect healing. Then, again, trials always 
test and strengthen faith in proportion as it 
is real; it must be shown to be genuine, so 
that God can vindicate His reward of it be- 
fore the whole universe. 

It is thus that God increases our faith 
by laying larger demands upon it, and com- 
pelling us to claim and exercise more grace. 
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“As an eagle stirreth up her nest” and tum- 
bles out her young in mid-air to compel 
them to reach out their little pinions, and 
train them to fly, so God often pushes us 
off all our own props and confidences to 
compel us to reach out the arms and wings 
of faith. But for the sacrifice of Isaac, 
Abraham might never have attained, as he 
did, to the faith of the resurrection. 

But, be the symptoms what they may, we 
must steadily believe that back of all symp- 
toms God is working out His own grcat 
restoration. “For which cause we faint 
not; but though our outward man perish, 
yet the inward man is renewed day by day.” 

7. Use your new strength and health for 
God, and be careful to obey the will of the 
Master. This Christ-given strength is a 
very sacred thing. It is the resurrection 
life of Christ in us. And it must be spent 
as He Himself would spend it. It cannot 
be wasted on sin and selfishness: it must 
be given to God, “a living sacrifice.” The 
strength will fail when it is devoted to the 
world, and sin will always bring bodily chas- 
tisement. We may expect to be “in health” 
and prosper “even as our soul prospereth.” 
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Nor is it enough for us to use it for our- 
selves; we must testify of it to others. We 
must tell it to the world. We must be 
fearless and faithful witnesses to the gospel 
of full redemption. This is not a faith that 
we can hold for ourselves. It is a great and 
solemn trust, and we who have received it 
must unite to use it for the glory of God, 
for a witness to the truth, and for the spread 
of the gospel. 

These wonderful manifestations of the 
power of God, which we are beginning to 
see, are perhaps significant signals of the 
end, forerunners of the Great Appearing. 
As they marked the period of His presence 
on earth, so they will attend His return. 
And they bid ug prepare in solemn earnest 
for His advent. With our eyes no longer 
on the grave, bu/: on the opening heavens, 
and our hearts freling already some of the 
pulses of that resurrection life, it is ours to 
watch and work as none others can; not 
holding ourselves back in anxious self-care, 
but working in His great might, in season 
and out of season, and finding it true that 
“Whosoever will save his life shall lose it, 
but whosoever shall lese his life for Christ’s 
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sake and the gospel’s shall save it” unto 
life eternal. 

Thus let us claim, and keep and conse- 
crate this great gift of the gospel and the 
grace of God. And now: “The very God 
of peace sanctify you wholly; and I pray 
God your whole spirit and soul and body 
be preserved blameless unto the coming of 
our Lord Jesus Christ. Faithful is he that 
calleth you, who also will do it.” 


CHAPTER V. 


SCRIPTURE TESTIMONIES. 


HE value of Scripture testimonies upon 

this subject cannot be questioned. They 
bring the gospel message down to the per- 
sonal level, and into contact with the suf- 
ferer, as mere abstract teaching cannot do. 
Shall we glance at a few? 


The Case of Job. 


This is the earliest case fully detailed in 
the Scripture. 

1. The sickness came from Satan, the 
touch of whose agency in some sicknesses 
is most distinctly taught by our Lord also, 
and His power is yet undiminished. 

2. Job’s sickness was Divinely permitted. 
It was designed to lead him to search his 
heart, and to see his utter need of sancti- 
fication. 

3. His sickness did not at first sanctify 
him, but only led to deeper exhibitions of 
his self-righteousness. Sickness does not 
purify any one, although it may lead us te 
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see our need of holiness, and to receive it 
from God. 

4. His sickness was removed when he 
saw his sin and acknowledged it before 
God. This came to him when God revealed 
Himself. Then he cried, “Now mine eye 
seeth thee: wherefore I abhor myself, and 
repent in dust and ashes.” Then came his 
complete justification, and with it a spirit 
of forgiveness and love for others. And 
then, as he prayed for them, the Lord 
turned his own captivity. When we get 
right with God, as we pray for others, 
greater blessing will often come to our- 
selves. Job’s healing made all things new, 
and all his blessings were doubled. And no 
doubt the spiritual blessing was the deepest 
of all. 

How instructive to watch this case in 
the hands of God until the soul is ready to 
learn its spiritual lesson, and then to receive 
from God’s own hand life and restoration! 


The Wounded Israelites and the Brazen 
Serpent. 


Num, xxi. 


1. This sickness came from sin. They 
7 
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murmured, and God gave them something 
to murmur for. It is a serious matter to 
complain, for it may bring the thing we 
fear, or worse. “For the thing which I 
greatly feared is come upon me.” 

2. This sickness came from Satan; from 
the serpent. So, still, he stings our life 
and poisons our blood. It was a fiery ser- 
pent. The Hebrew words are “the ser- 
pents, the seraphims.” All our spiritual 
adversaries are not grovelling worms. 
Many of them are lofty and transcendently 
wise. 

3. The remedy was in the likeness of the 
disease; in short, a figure of the serpent 
with the poison extracted, and a striking 
intimation to the suffering camp and a sin- 
stricken world that Satan is robbed of his 
sting, and sickness and sin are, under the 
providence of God, mere shadows of their 
former selves. 

There was also in that brazen serpent the 
thought of Christ made sin for us, Christ 
assuming the vile and dishonored name of 
sinful man, and counted by God, and treat- 
ed by men, as if He were indeed a serpent 
and a criminal. Thus for us has He taken 
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the sting from Satan, sin, and death, and 
hung upon the uplifted cross the trophy of 
victory. “As Moses lifted up the serpent 
in the wilderness, even so must the Son of 
man be lifted up: That whosoever believeth 
in him should not perish, but have eternal 
life.” Is it not passing strange that, if med: 
ical “science” is right for the saints, the 
most striking type of Christ on the cross, 
as shown by Himself, is one which was for 
the healing of the mortal body? 

4. The healing came by looking at the 
Brazen Serpent. There is unspeakable 
power in a look. A look of evil chills the 
soul. A look of purity and love transfigures 
it. The eye brings into the soul the object 
of vision, Looking unto Jesus brings His 
life into our whole being. 

This was physical life. The same life 
still comes from the Risen Christ for spirit, 
soul, and body. 

Naaman 
2 Kings v. 

1. This was a typical case of disease. 
Leprosy was the peculiar type of the physi- 
cal effects of sin, destroying both soul and 
body. 
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2. The instrument of this cure was, in 
the first instance, a Hebrew maid; and in 
her great usefulness we learn how God can 
use a very humble messenger and an inci- 
dental word. Indeed, Naaman’s own ser- 
vants, a little later, saved his blessing for 
him by their wise counsel. 

3. The lesson of humble and obedient 
faith must next be learned. The proud seif- 
will of Naaman must die before his body 
can be healed by the Divine touch. And so 
Elisha meets his splendid state with quiet 
independence, and sends him a simple and 
humble message—to wash seven times in 
the Jordan and be clean. The sick are often 
deeply wounded by seeming neglect, but 
God sometimes teaches them thus the low- 
liness of faith, and takes their thoughts off 
themselves and others. Naaman, like all 
other proud sinners, at first refuses the 
cross, and is about to lose his blessing, when 
a word of honest frankness from his ser- 
vants brings him to his senses, and he goes 
to Jordan. 

4. The faith of Naaman consisted in his 
doing just what the prophet told him. 
When he took God’s way without qualifica- 
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tion, and persevered in it, a perfect cure 
came. Perhaps the first or second or sixth 
time there was no sign of healing; but he 
pressed on, and at length the wondrous 
blessing came, the flesh of a little child, and 
the acknowledgment and sole worship of 
the great Jehovah he had found. 

5. His request for a gift of earth from the 
place of his healing was a beautiful fore- 
shadowing of that earnest of the greater 
gift whom we also receive, even the Holy 
Ghost. Naaman took home with him a 
handful of Canaan’s*soil; and we, in our 
healing, receive the earnest of the Spirit, 
a part of heaven begun on earth. 

6. It is beautiful to see how Elisha sends 
him away leaning only on God. To his 
question about bowing in the house of Rim- 
mon, Elisha will give no direct answer, but 
throws him on God alone, and bids him 
go in peace. How little man appears in all 
this and how glorious is God! 

7. But Satan is always on the alert. And 
he here shows his hand in Gehazi’s mer- 
cenary scheme. So still, imitations of heal- 
ing, spiritualism and kindred arts of Satan 
seek to make merchandise of the things of 
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God. But if you look closely, you will see 
the leper hand and the face white as snow. 


Hezekiah. 
2 Kings xx. 


1. It was a hopeless case. All men’s rea- 
sonings about the part that the remedy 
had in curing him ought to be set at rest 
by the fact that he was beyond the reach 
of every remedy, for even God had said that 
he should die, and not live. Man and 
means could, therefore, have nothing to do 
with his cure; it was wholly Divine. 

2. He turned to God in humility. He 
made no attempt to find help from man. 
He threw himself helplessly on the mercy 
of the Lord. His prayer was not a very 
trustful one; but God heard his helpless 
cry, and sent deliverance. 

3. The answer to his prayer was definite 
and clear—fifteen years more of life from 
God Himself. It was sent to Isaiah, and 
communicated to Hezekiah by him; and he 
at once believed it, and began to praise. 

4. It was accompanied by a sign—a re- 
versal of the dial ten degrees. A poultice 
of figs was applied, but in both records (2 
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Kings xx. and Isaiah xxxviii.) we read that 
the healing had already been given by God; 
and the Holy Spirit has recorded for our 
learning that the poultice was applied on 
the authority of Isaiah, and not on the au- 
thority of a “Thus saith the Lord,” as in 
the case of the healing. With all the wealth 
of detail given in both records, there is not 
even the mention of a physician. God has 
told us to use the anointing oil and the prayer 
of faith, and nothing else is obedience. 


The Nobleman’s Son. 
John iv. 

This miracle of healing seems to speak 
peculiarly to our own times, 

1. It teaches us that we do not need the 
physical and visible presence of our Lord 
to heal us. He was far from this sick child, 
and simply spake a word of power, which 
crossed the intervening spaces with Al- 
mighty energy, even as it still reaches 
from Heaven to earth. “Oh, if He were on- 
ly here!” you say. Nay, this great miracle 
was performed from a distance. 

2. It was by simple faith, without sight 
or signs. The Lord Jesus led this man 
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away from all but His own simple word. 
“Except ye see signs and wonders,” He ex- 
claimed, “ye will not believe.” And then 
He tested his faith by a simple word, “Go 
thy way; thy son liveth;” and the man ac- 
cepted the hard lesson, believed the naked 
word, and the child was made whole. He 
showed his faith by quietly going back and 
ceasing any more to clamor for the Lord’s 
coming. 

3. This case began at a fixed moment, 
and developed quietly and gradually, as so 
many are now healed. “He inquired of 
them the hour he began to amend.” And 
the answer was that at a certain moment 
the fever broke. He was now convalescent. 
So still the dear Master works for all who 
trust Him. Faith has both its instants and 
its hours. We must learn to accept both; 
to count the death-blow struck at the mo- 
ment of our believing, and then to follow 
on as it works out all its stages of blessing. 


The Healing of Peter’s Mother-in-Law. 


Mark i. 


Christ had just come from the syn- 
agogue, where, amid the astonishment of 
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the people, He had cast out a demon. 
Peter’s wife’s mother was lying sick of 
fever. It was, then, a case of ordinary dis- 
ease. And yet our Lord distinctly recog- 
nizes another agency at the back of the 
fever. For “He rebuked the fever,” and 
this implies some personal and evil agent 
that must have caused it. He would not 
rebuke a mere natural law. There is no 
blame where there is no personal will. Nay, 
the fever was but the blistering touch of 
a demon’s hand; and this was what He re- 
buked. 

Next, she took hold of the healing power 
which He stood over her to administer. He 
took her by the hand, and lifted her up, 
and she arose. There was His mighty 
touch and Almighty help. But there was 
also her obedience, shown by her receiving 
His extended hand and her action in rising. 
Thus we must meet His help and power. 

Then there was the use of her new 
strength in ministering to Him and those 
with Him. This was the best proof of heal- 
ing, the best use of it too. So must we 
ever give our new life to God, and in min- 
istering to others and forgetting ourselves, 
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we shall! find our own strength continually 
renewed. As we give our life, we shall save 
it; and as we serve others, He will adminis- 
ter to all our needs. It is a blessed exchange 
of responsibility and care to find that we 
have nothing to do but live for Him, while 
He promises to “supply all our need accord- 
ing to his riches in glory by Christ Jesus.” 
Good health is the richest material blessing 
of our bodily life, and as every one recog- 
nizes, is one of our greatest needs. 


The Healing of the Multitude. 
Matt. viii. 

We read in the life of Christ of a large 
number of people being healed on the even- 
ing of the Sabbath on which He healed 
Peter’s mother-in-law. They had been 
gathering all day long, and waiting until 
the Sabbath was past. And as soon as the 
hour of six o’clock had come, they pressed 
upon Him from every side, in great num- 
bers and variety, and He healed them all. 
Now the first lesson we learn from these 
cases is connected with this very fact, that 
they waited until the Sabbath was past. It 
shows how exactly their prevalent ideas of 
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healing resembled the godless ideas of our 
own secular age. 

They considered the body, and all that 
pertained to it, to be purely secular. Heal- 
ing, therefore, was a mere secular calling, 
and, as such, unfit work for the holy Sab- 
bath day. Is not this just what modern un- 
belief has taught the churches of Christen- 
dom? The cure of the body is a matter for 
natural laws and remedies, and secular 
physicians, a profession to be studied and 
used for secular profit like any other busi- 
ness, but in no sense as sacred and holy as 
the salvation and culture of the soul. 

For the present our Lord met them on 
their own ground; but the day soon came 
when He deliberately and purposely healed 
on the Sabbath day, that He might repudi- 
ate and trample down this absurd and god- 
less idea, and show to men that the body 
was as sacred as the soul; that its restora- 
tion was as much part of God’s redemption; 
that it, in no sense, was left to be the sub- 
ject of mere professional treatment; that it 
was His own holy prerogative and business 
to heal it; and that it was as holy and 
sacred a work for the Sabbath day as the 
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worship of the temple or the salvation of 
the souls of men. 

The next lesson taught by these cases is 
the universality of His healing. He healed 
all that had need. He wished to show that 
it was not for favorite cases like the 
mother-in-law of an Apostle, but for all 
poor, sinful, suffering ones who could trust 
Him. 

And the highest and most helpful of all 
the lessons is the way in which these cases 
are linked with the prophecy in Isaiah, an- 
nouncing the character of the Messiah as 
the Bearer of sickness and infirmity. It 
was no mere incidental fact, therefore, 
that He was healing these sufferers; it was 
no special and exceptional display of His 
power as the Son of God. But it was the 
real purpose and design of His Messiah- 
ship; and so all the ages can come to Him 
and lay upon Him their burdens and pains. 

How deep and full these words: “Himself 
took our infirmities and bare our sick- 
nesses!” “Himself” not Himself and physi- 
cians, but Himself alone; “Himself,” not 
Himself and us, but He takes the whole 
burden Himself, and leaves us utterly 
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free; “Himself,” then the healing cannot 
be had apart from having Him. It is all 
wrapped up in Himself—His life in us, His 
indwelling. “Himself” took and bare, not 
merely once, but forever, not only lifting, 
but keeping, and carrying still. Blessed 
Healing! Blessed Healer! 


The Leper. 
Mark i. 


This occurred soon after, in one of 
Christ’s journeys through Galilee. 

1. The request of this man is a good 
specimen of the state of mind in which 
we find the average Christian, He has full 
confidence in the power of Christ to heal, 
but is very uncertain about His willing- 
ness. Now, if a friend is going to doubt 
me at all, I should much rather he would 
come to me and say: “I am sure you 
would help me if you could,” than “I know 
you have it in your power to aid me, but I 
have little confidence in your disposition 
to do it.” When will men see that this 
easy, good-natured talk about God’s will 
involves the most subtle and offensive dis- 


trust? 
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2. Christ’s answer to him is explicit and 
emphatic, and ought to settle the question 
of His will to heal the sincere and trusting 
sufferer: “I will; be thou clean.” There 
is no evasion or ambiguity, no hesitation 
or conditioning. It is a great, prompt, king- 
ly answer, and in it all may hear His word. 

3. The touch of Christ meant a great deal 
toa leper. It was a long time since a hand 
of love had touched him. It was not a cold 
or mechanical touch. Christ was moved 
with compassion. His heart of love and 
His very life were in it. Yes, He helps us, 
not because His promise compels Him, but 
with overflowing love and unbounded con- 
descension. 

4. The cleansed leper must then go to 
the priest at Jerusalem, and make a proper 
acknowledgment and testimony, and hold 
back all other testimony until he has borne 
witness before the religious authorities of 
the nation. And so we must bear witness, 
too, of His mighty works in us, and we must 
do it where He wants it, perhaps in the 
very hardest place for us, and in the very 
face of religious pride and opposition. It 
was a long journey from Galilee to Jeru- 
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salem, but if our testimony requires as 
great a sacrifice for Him, is not His love 
worth it all? 


The Paralytic. 
Mark ii. 


I. Here our Lord brought out the connec- 
tion between sin and sickness, and assumed 
the right on earth to forgive sins. And from 
that moment He was regarded as a blasphem- 
er. This poor man came for healing, but the 
Lord saw a deeper need that must first be 
met. The spiritual life must precede the 
physical. And so He speaks the word of par- 
don first. “Son, thy sins be forgiven thee.” 
So we must ever begin. And how many 
have been led to the very thought of salva- 
tion by their need of healing! 

2. Then follows his physical healing. But 
this, too, must be taken by himself in the 
exercise of bold, obedient faith. He was 
not healed prostrate on that mat. He must 
rise, take up his bed, and walk. We must 
arise and step out upon His strength. 

3. He was not, as is commonly supposed, 
healed through the faith of the men who 
brought him to Jesus, but through his own 
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Their faith laid him at the feet of Jesus, 
and brought him the word of forgiving 
mercy. But his own faith must claim the 
healing. And it must have been a real faith 
which could rise up before that throng and 
carry his bed. The faith of others can do 
much for us, added to our own, but an un- 
believing heart can have nothing from the 
Lord. It would therefore appear to be 
clear that a believer in Divine healing 
should be careful not to assume the re- 
sponsibility of preventing any one from 
having medical advice. 

4. The place of healing, as a token of 
forgiveness and a sign of Christ’s saving 
power, is very solemn. He did heal this 
man, that they might “know that the Son 
of manhath power on earth to forgive sins.” 
And Christ is ever wanting to convince the 
world of the reality of His gospel by His 
physical miracles. How can we expect men 
to believe that His spiritual gifts are real 
when He does not manifest sufficient power 
to overcome the physical evils of our life? 
What right has any man to be sure that 
any part of his religion is real when his 
faith has never had enough vigor to accom- 
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plish any really difficult thing in his prac- 
tical life? 


The Lame Man at Bethesda. 
John v. 


1. This was an open and deliberate case 
of healing on the Sabbath day. It was pur- 
posely designed to defy the ideas even then 
current about the secular nature of disease 
and healing, and to show them that it was 
sacred enough to be done on the Sabbath 
day, and that it was really an essential 
part of His spiritual ministry. Many peo- 
ple are still afraid of unduly exalting the 
importance of the body, forgetting that 
whenever Christ touches it He makes it 
sacred and holy. 

2. The next great lesson here has refer- 
ence to the folly of the things that men de- 
pend upon for healing. When the Lord 
undertook to heal him, He paid no atten- 
tion to Bethesda or any other “means,” but 
spake a single word of power, and bade 
him go forth in the strength of God. 

3. There is a lesson, too, for the waiting 
ones who are just hoping for some day of 
help to come, and go on hoping down to 

8 
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the grave. When Jesus healed him, He dis- 
pelled all his dreamy future, and started 
kim on the practical and solid ground of 
a present act of decision. So still, hope is 
often mistaken for faith. The test of faith 
is that it is always present, and takes the 
blessing now. 

4. Another most important lesson is the 
folly and helplessness of leaning on others. 
“Sir, I have no man to put me in,” expresses 
the languid dependence of hundreds still, 
who are expecting healing through the help 
of others, and paralyzing all their own 
strength and power of believing by looking 
to “means” or to some one else’s faith and 
prayers. Others cannot help us until we 
firmly believe for ourselves. If we cling 
to them, our hands bind and impede them, 
like the clinging of a drowning man to his 
rescuer, and both may sink together. 

5. Again, “Wilt thou be made whole?” 
expresses the real element of effectual faith. 
It acts through a firm and decided will. 
Faith is not mere will power, but its seat 
and region is the will. This is the mightiest 
thing God has given to man, and no man 
«an receive much from God without a firm 
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and decided choice. We must first see that 
it is His will to make us whole, and then we 
must claim it for ourselves with a strength 
and tenacity which will carry along with it 
all the power of our being. 

6. One lesson more this poor sufferer 
must teach us: “Sin no more, lest a worse 
thing come to thee.” Not always, yet often, 
such long and terrible disorders are the di- 
rect results of some course of sinful indul- 
gence, Many a life today is impotent be- 
cause of secret and youthful sin. There 
must, therefore, be a distinct recognition, 
confession, and repudiation of all sin, and 
the redeemed life must be pure and vigil- 
ant, if it would retain His sacred life. Each 
heart and conscience must answer for itself, 
and God’s Spirit will make it very plain 
to all who desire to know that they may 
fully obey. But there is no touchstone so 
searching as the healing life of Christ, and 
there is no cord that binds the soul more 
sacredly on the altar of holiness than “I am 
the Lord that healeth thee.” This miracle 
should not be separated from the discourse 
which follows on the Life which Christ has 
come to give. It was just an illustration 
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of that blessed life. Christ’s healing is 
neither more nor less than His own Divine 
life breathed into us, quickening our im- 
potent souls and bodies, and beginning the 
eternal life now. This is just what He 
teaches here. “The Son quickeneth whom 
he will.” “The hour is coming, and now is, 
when the dead shall hear the voice of the 
Son of God: and they that hear shall live.” 


The Man with the Withered Hand. 
Matt. xii. I0. 


This miracle was a repetition, in Galilee, 
of the bold lesson about healing on the Sab- 
bath day, which Jesus had given in Jeru- 
salem, by the healing of the impotent man 
at Bethesda. They both emphasize the 
same great principle respecting the free- 
dom of the Sabbath, the sanctity of the 
body, and the sacredness of its cure. 

They both also teach the same great 
lesson about the necessity of active and ag- 
gressive faith, in order to receive Christ’s 
healing power. This man was impotent, 
too, in his diseased hand. He had no power 
in himself to lift it. But he must, none the 
less, put forth an effort of will and an act 
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of force; not as an attempt either, but in 
good faith and really expecting to accom- 
plish it. And as he did so, the Divine pow- 
er quietly and fully met his obedient act, 
and carried him through into strength and 
victory. Thus faith must do things we 
have no strength to do, and as it goes for- 
ward, the new strength will come. ‘he feet 
must step into the deep, and even touch 
the cold waters, but He will not fail. In 
passive waiting there can come no life or 
power from God. We must put our feet 
on the soil of Canaan, we must stretch 
forth our hands and take of the tree of life, 
and eat, and live forever. “The spider taketh 
hold with her hands, and therefore is in 
kings’ palaces.” So many Christians have 
no hands! They have no grip in their fin- 
gers, no stamina in their will, no hold in 
their faith. Hear His voice, ye listless ones. 
“Stretch forth thine hand.” 

In His arguments with the Pharisees 
about this case, Jesus leaves no room to 
doubt the light in which He regards heal- 
ing as connected with the will of God. He 
ridicules their prejudices against His heal- 
ing a sufferer on the Sabbath, and claims 
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the healing of this man, first on the ground 
of simple humanity, as no more than any 
man would do for an ox or a sheep which 
had fallen into a pit, and secondly, on the 
ground of right; to do it is “to do good,” 
“to save life;’” not to do it is “to do evil,” 
“to destroy” life. This does not look much 
like treating sickness as a great boon. And 
yet such gentle and merciful teachings only 
exasperate these wicked men; and when 
they even see God’s power vindicate His 
teachings, and the man stand forth healed 
before their eyes, they are filled with mad- 
ness, and consult how they may destroy 
Him. So prejudice still blinds men to the 
truth and love of God, and still today op- 
poses Christ’s healing ministry because of 
the hardness of their hearts. 


The Woman with the Spirit of Infirmity. 
Luke xiii. 10-20. 


As this incident was one of Christ’s Sab- 
bath miracles, and comes iz the same gen- 
eral class with those just referred to, sup- 
plementing and enforcing the same prin- 
ciples, we will introduce it here. 

1. The nature of her disease. It was a 
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case of helpless paralysis and deformity. 
She was bowed together, and could in no 
wise lift herself up. It was also of long 
standing. She had been eighteen years in 
this condition. It was, therefore, about as 
difficult a chronic case as could well be 
brought to the Great Healer. 

z. The cause of her disease. Here a ray 
of marvelously clear and keen light is 
thrown not only upon her case, but upon 
the whole question of disease. The Lord 
distinctly declares that her troubles had 
come, not through natural causes, but the 
agency of an evil spirit, that her body was 
bound by a “spirit of infirmity.” And He 
afterwards declares that “Satan hath bound 
her, lo, these eighteen years!” He does not 
recognize it as a case of Providential dis- 
cipline, but the direct hand of the devil upon 
her frame. This is incapable of evasion or 
ambiguity. And it may well make one 
shudder who has been nursing and petting 
some foul demon, as if it were an angel. 

3. The question of God’s will is also 
made marvelously clear. There is no 
greater word in Christian ethics than 
“ought.” It is the word of conscience, 
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of law, of everlasting right. It is a cable 
that binds both God and man. When God 
says “ought,” there is no appeal, no com- 
promise, no alternative, nothing but abso- 
lutely to obey. It does not mean that a 
thing is possible, or permissible, or per- 
haps to be done, but it means that it is 
necessary to be done, and that not to do 
it would be wrong. And Christ says to 
these evil men who would put these petty 
prejudices before God’s beneficent will and 
His people’s happiness, “Ought not this 
woman to be loosed from this bond?” That 
ought to settle the question of how God re- 
gards our healing. 

4. But there is one more principle, the 
greatest of all, and it conditions and limits 
this “ought” and everything else in her 
case; and that is the woman’s faith. The 
Lord expressly calls her a child of faith. 
“a daughter of Abraham.” And it is this 
that is just the meaning of the expression, 
which makes it a matter of “ought,” that 
she should be healed. “Ought not this 
woman, being a daughter of Abraham, to 
be loosed from this bond?” Is it the wi'l 
of God to heal all? It is the will of God 
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to heal all who believe. More is meant by 
the expression, “a daughter of Abraham,” 
than mere faith. It expresses a very strong 
faith, a faith which, like Abraham’s, believed 
without sight, and in the face of seeming 
impossibilities. Have we any evidence of 
such faith on her part? We have. We are 
told that Jesus called her to Him and said, 
“Woman, thou art loosed from thine in- 
firmity.” In the Revised Version it is, “He 
called her.” It implies that He required 
her to come to Him first. This would re- 
quire supernatural exertion and faith: and 
so she must have made the attempt to come 
before He touched her. Then, as she came, 
He declared the work done: ‘“Woman, thou 
art loosed from thine infirmity;’ and He 
laid His hands upon her and completed the 
work. But her faith had to take the initia- 
tive, and, like Abraham, step out, not 
knowing whither, on the naked Word of 
God. Then the work could be counted 
done. “Thou art loosed,” and then the 
full results began to follow. 


The Centurion’s Servant. 
Matt. viii. 5. 
1. The first thing to which we call atten- 
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tion here is the high commendation which 
Christ gives to the faith of a Gentile, who 
possessed littleopportunity of knowing God 
and enjoying light. The most solemn les- 
son in all the Bible about faith is, that it 
was most strongly developed in those who 
had but little light, and the greatest ad- 
vantages were usually accompanied by the 
most unreasonable unbelief. They who do 
not promptly use the light they have are 
not likely to make a good use of more. 
This man had very little more light than 
he had learned from his own profession and 
the smattering of Jewish teaching he may 
have gathered, but he had been true as far 
as he knew his duty, and he had shown his 
love to God’s people and his kindness to 
the Jewish congregation, whose synagogue 
he had built at his own expense. 

2. His strong faith showed itself, first in 
his recognizing Christ’s absolute control 
over all the forces of the universe, even as 
he controlled his disciplined soldiers; and, 
secondly, in his recognizing the sufficiency 
of Christ’s bare word to stop the disease in 
a moment. He asked no more than one 
word from the Lord of Heaven and earth. 
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And that one word he took as a decree as 
final as the decree of the Cesars. He 
recognized the authority of Christ’s word. 
It passes over this universe like a great and 
resistless mandate, and even in the hands 
of a little child it is mighty with His own 
omnipotence. How tremendous the force 
of law! Let a single human voice speak 
the sentence of that Court, and all the pow- 
er of wealth and influence is helpless to hold 
back that man from a prison cell. The word 
which Christ has spoken to us is a word 
with power, and when faith claims it, all 
the powers of hell and earth dare not re- 
sist it. This is the province of faith, to 
take that Imperial word, and use its au- 
thority against the forces of disease and sin. 

3. The humility of this man is a beautiful 
accompaniment of his faith. He deeply felt 
his unworthiness of Christ’s visit. It was 
not often that a proud Roman acknowl- 
edged himself unworthy of a visit, but this 
Centurion felt that he was standing before 
One greater than his Emperor, and his spir- 
it bowed in lowly reverence and worship. 
We can come nearer. Not only will He 
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come under our roof, but He will make our 
heart His home forever. 


The Gadarene Demoniac. 
Mark v. 2. 


There seems no reason to doubt that 
cases of insanity and diseases of the mind 
are still the same in character and cause as 
the instances of demoniacal possession in 
the days of Christ. The causes of these dis- 
orders are distinctly attributed by our Lord 
to Satanic agency. The power that held 
this man was sufficient to destroy a great 
herd of swine. What fearful forces one hu- 
man heart can hold! The power which the 
evil spirit exerted upon his body, enabling 
him to break any chain which the hand of 
man could place upon him, may give us 
some idea of how spiritual agencies may 
affect the body either for good or evil. 

All physical strength is spiritual in its 
cause. This wretched man seems to have 
been conscious of two principles within 
him: one his own will feebly struggling 
for freedom, the other the evil spirits con- 
trolling him, and crushing his will under 
them. The difference between such a case 
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and a person willingly yielded to Satan is 
very great. 

The Lord met this man with deep com- 
passion. He regarded him as the victim 
of a power he could not resist, and by a 
word of command He set him free. Im- 
mediately his whole appearance was 
changed. The wild and dreaded maniac is 
sitting at the feet of Jesus, “clothed, and in 
his right mind.” The awful power that 
had possessed him was soon apparent in the 
destruction of the swine. He himself clung 
to his Deliverer, and desired to go with 
Him. But Jesus knew that he needed to 
be pushed out into the discipline of con- 
fession and service, and sent him at once to 
stand alone and spread the tidings in his 
home. Every new advance would give him 
new assurance and strength, and before 
long the whole region of Decapolis was so 
stirred by his testimonies, that the way was 
prepared for the Master’s visit and the 
mighty work which closed with the feed?ag 
of the four thousand. So must we often 
trust the young disciple with the most bold 
and difficult service and self-reliance. 

The treatment of the insane is one of the 
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most important questions connected with 
the subject of faith, The true remedy is 
the power of Christ. No doubt it is a sub- 
ject of much difficulty; and in many cases 
there are long and severe trials of faith, 
but the little that has been attempted has 
shown how much may be done with holy 
wisdom and courageous faith. 


The Woman Who Touched His Garment. 
Luke viii. 48. 


1. This miracle is embosomed in the heart 
of another, the raising of Jairus’ daughter. 
It would seem as though in these twin mir- 
acles the Lord would write, in one striking 
lesson, the two principles, so finely illus- 
trated in them, of God’s absolute power on 
the one hand, even to work where there is 
nothing but death; and faith’s absolute 
power on the other, to take everything from 
God. 

They emphasize the two wonderful omnip- 
otences that Christ has linked together: 
“With God all things are possible,” and “All 
things are possible to him that believeth,” 

2. The helpless nature of her disease, and 
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the failure of human physicians are brought 
out with a good deal of plainness of speech. 
There is no attempt to apologize for the 
medical profession; but we are frankly told 
that all that had been done for her had only 
made her worse. It will be noticed that 
Luke, once a physician himself, gives us a 
vivid picture of all this. There is no more 
record of Luke practising as a physician 
after he came to the Lord than of Matthew 
acting as a tax-gatherer. 

3. The process of the faith and healing is 
very striking. There were three stages. 
First, she believed that she would be healed. 
She said: “If I may touch his garment, I 
shall be whole.” Then, secondly, she came 
and touched. She did something. The 
personal and vital element in faith is here 
brought out very vividly. Faith is more 
than believing; it is a living contact with a 
living Saviour. 

It is the outreaching of a conscious need 
in us, feeling after and finding its supply in 
Him, It is not a mere outward approach, 
not even a mere mental approach. Hun- 
dreds thronged Him, but only one touched 
Him. Then, thirdly, there is the conscious 
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receiving after the naked believing and the 
actual coming. Immediately her blood was 
staunched; she felt in her body that she 
was whole of her plague. She did not feel 
first and then believe, but she believed and 
then she felt. 

4. But her blessing must be confessed. 
Christ will not allow us to hold His gifts 
without acknowledgment. Nor can we en- 
joy and retain them long in secret. Like 
plants, they need the light of day. And 
so her womanly sensitiveness must all be 
laid aside, and her shrinking heart must 
tell its blessings at His feet, in the hearing 
of all men. How much we lose by sen- 
sitiveness and silence! 

5. And how much she gained by that con- 
fession! “Daughter, be of good comfort; 
thy faith hath made thee whole. Go in 
peace.” A daughter, comforted, healed, and 
now sent forth into peace—that deep, Di- 
vine rest that comes with the touch of God, 
and is the richest part of the inheritance 
which faith brings. It is not merely that 
the peace comes into her. She goes into 
peace, a land so wide and fruitful, that she 
never can know its boundaries or exhaust 
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its precious things. And could one little 
act of faith for her body bring all this deep 
spiritual blessing? Yes, the most precious 
part of the blessing His healing gives is 
that it heals the whole being, and brings 
us into union with God, with a fulness we 
never could have known without this liv- 
ing and human touch. 

Indeed, it will be found that the most of 
the great spiritual blessings, experiences, 
and revelations of God to His people in the 
Scripture began with what we would call 
temporal blessings. Abraham became the 
father of faith by believing in God for a son. 
Jacob became the Prince of Israel by claim- 
ing a temporal deliverance. Daniel saw the 
coming of Jesus while asking for the 
restoration of the captives. The Syro- 
Phcenician woman won her transcendent 
victory for a suffering child. And so still 
the things we call little and commonplace 
are the very pivots on which the greatest 
spiritual experiences turn; and trusting 
God for a headache or a dollar may teach 
us to trust Him for all the fulness of His 


grace and holiness. 
9, 
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The Two Blind Men. 
Matt: cx 27, 


This little story illustrates several im- 
portant principles. 

1. Mere prayer will not heal the sick. 
These blind men followed Him from the 
house of Jairus, crying, “Have mercy on 
us.” And yet this brought no reply. “I 
have been praying for my healing for forty 
years,’ people sometimes say to us, “and 
I am no better.” Well, little wonder, for 
if you had prayed in faith you would not 
have prayed so long. 

2. Mere coming into the presence of 
Christ will not heal us. They came to Him, 
into the house, but still they were not 
healed. So persons go to meetings, try to 
get under spiritual influences, and seem to 
think that these things will bring their 
blessings. Perhaps they even present 
themselves definitely to Him for His help 
and healing, and yet they are no better. 

3. The reason is given in the last step 
brought out here. All this is of no avail 
unless we definitely believe that He does 
do for us what we claim. “Believe ye?’ He 
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asks, and then utters the great law of faith 
which determines for every one of us the 
measure of our blessings, “According to 
your faith be it unto you.” Then His touch 
brings sight and healing, and they go forth 
into the glorious light of day. 

There is a secret in everything. There is 
a secret spring or number by which the safe 
can be unlocked. There is a secret way by 
which that paper can be brought before the 
Government. There is a secret by which 
nature’s mighty forces can be harnessed and 
used. And there is a secret which opens 
heaven—commands all the forces and re- 
sources of the throne. It is not agonizing 
prayer; it is not much labor; it is simply 
this: “According to your faith be it unto 


” 


you. 
The Syro-Phenician Woman. 
Matt. xv. 21. 


1. This was another example of faith 
where there was little light or opportunity. 
It might even be doubtful if this woman 
had ever heard a promise or a passage of 
Scripture, or seen an inspired teacher, in 
all her life. She belonged to an alien and 
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accursed race, and everything was against 
her. 

And when she came to Jesus, He seemed 
against her, too. To her pitiful cry for help 
He answered her not a word. To His dis- 
ciples’ appeal to send her away, that is, to 
grant her request and dismiss her, He re- 
plies in language which seemed imperative- 
ly to exclude her from any right to His 
mercy. And when at last she came to His 
very feet and implored His help, He an- 
swered in language so apparently harsh and 
repelling that it seemed like courting insult 
to approach Him again. He had even 
called her a dog, the type in the East of 
that which is unclean and unfit for fellow- 
ship; and yet in the face of all this her 
faithonly grew thestronger, until at last she 
drew out of His very refusal the argument 
for her blessing. Difficulties cannot injure 
true faith. They are the very stimulus of 
its growth. 

2. We see the Lord’s design in dealing 
with us, and sometimes seeming to refuse 
us. All through that struggle He knew 
and loved her, and saw the trust that would 
not be denied. And He was but waiting 


Scripture Testimonies 135 


for its full manifestation. Nay, He only 
tried it because He knew it would stand the 
trial, and would come forth as gold at last. 
So He keeps us at His feet, and even seems 
to refuse our cry, to call forth all the depths 
of our trust and earnestness. 

Another object, too, He had with her. 
He was bringing her to the death of self 
and the sense of sin. And when at last she 
was willing to accept His judgment of her, 
and take her place as a poor, worthless sin- 
ner, yes, even a “dog,” which to her meant 
the basest of sinners, then she could receive 
all. Faith is a coming down as well as an 
ascent, a death as well as a life. 

3. Her great faith consisted not only in 
her persistency, in holding on until the last 
in importunate pleading, but in its ingenu- 
ity in finding in His own Word some ground 
on which to plead and claim the blessing. 
Faith is a process of logic, an arguing our 
case with God, and it is always looking for 
something to rest upon. Her heart seemed 
to [ean at first upon His grace and love as 
she somehow felt it instinctively. Evident- 
ly something told her that the One with 
that calm, gentle face could not refuse her. 
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But still she had no word from Him. One 
little word only, one whisper, one faint con- 
cession would do her. But He had spoken 
nothing but words of exclusion. At last 
He speaks a word that seems to close the 
door forever. Not only a Gentile, but a dog. 

How can she surmount that? Wonder- 
ful! That becomes the very bridge on 
which she crosses the Jordan. A dog— 
that gives her a place. A dog—well, even 
a dog has some rights. She will claim hers. 
Only a crumb. This thing she asks is but a 
crumb to Him, who is so great that mighty 
deeds of power and love drop from His fin- 
gers, but oh, it means so much to her. Lord, 
I accept it. I lie down at Thy feet, at Thy 
children’s feet; I ask not their fare, but this 
which is but their leaving; this which will not 
diminish aught for them; this I humbly 
claim for myself and child, and Thou canst 
not say me nay. 

4. No. He could not. Filled with love 
and wonder, He answers: “O woman, great 
is thy faith; be it unto thee even as thou 
wilt.” And the mighty deed was done. 
“As thou wilt.” Here, again, we have the 
same element of decision, of fixed and con- 
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centrated will, which is essential to all 
strong faith and action. It was the same 
will, in the negative form, as “I will not,” 
which overcame at Peniel sixteen centuries 
before; and these two cases, both for a 
temporal deliverance, are companion pic- 
tures of overcoming faith. 


The Demoniac Child. 
Matt. xvii. 14. 


Immediately after the Transfiguration, 
Jesus was brought face to face with the 
power of Satan in the form of a case of 
demoniacal possession that resisted all the 
disciples. The cause of their failure was 
their lack of faith, and the reason of their 
unbelief was their strife about personal am- 
bition. When Jesus comes to the multitude 
He rebukes the unbelief which He per- 
ceives on every side, and then calls the 
father and child into His presence. The 
moment the father begins to speak of the 
difficulties of the case, he falls into a par- 
oxysm of discouragement and cries: “If 
thou canst do anything, have compassion 
on us, and help us.” But the Lord’s answer 
quickly brings him to see that it is not a 
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matter of Christ’s power, but of his own 
faith, “If thou canst believe, all things 
are possible to him that believeth.” He at 
once recognizes the tremendous respensibil- 
ity which this places upon him, and meets 
it. ‘Lord, I believe; help thou mine un- 
belief.” 

These two words together—the Lord’s 
great word to him, and his word to the 
Lord—are among the most wonderful 
teachings of the Bible about faith. The 
first tells us the possibilities of faith—all 
things; equal to God’s own omnipotence, 
for the only one else to whom all things 
are possible is God. Faith does, indeed, 
take and use His own Omnipotence. The 
second defines the possibility of faith— 
that is, how far can we believe? Now, 
many spend their lives wondering if they 
can believe. Others, more wisely, like this 
man, put forth the effort and stretch forth 
the hand first, and then throw themselves 
on God to sustain and carry them through. 

Had he said, “Lord, help my unbelief,” 
without first saying, “Lord, I believe,” it 
would have been vain. Had he said, “Lord, 
I believe,” and stopped there, it would have 
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been equally vain, for it would only have 
been his own will power. He put forth his 
will, and then he depended upon Christ 
for the strength. This is faith. It all 
comes from Christ, and is, indeed, His own 
faith in us, but it must be taken by us and 
used with a firm and resolute hand. 

The healing power now comes, but it 
seems at first only to make matters worse, 
and develops such desperate resistance from 
Satan, that in the conflict the child is 
thought by the spectators to be really dead. 
So, often, when God begins to heal us, we 
really seem to get worse, and the world 
tells us that we have destroyed ourselves. 
But the death must precede the life, the 
demolition, the renovation. Let us not fear, 
but trust Him who knows, and all will be 
well. He takes the child by the hand, and 
lifts him up, and the demon has left a) 


forever. 
The Blind Man at Bethsaida. 
Mark viii. 28. 


1. The first thing Christ did with this 
man was to take him by the hand and lead 
him out of the town, separating him thus 
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from the crowd, giving him time to think, 
and teaching him to walk hand in hand 
with Jesus, and trust Him in the dark. So 
He first takes us all, and leads us out alone 
with Himself, long before we look in His 
face, or know that He is leading us. 

2. Next, He begins the work of healing 
him by a simple anointing, as a sign, and 
putting His hands upon his eyes. The re- 
sult is a healing, partial but distorted and 
unsatisfactory. Thus would He teach us 
that sometimes our progress will be partial 
and by successive stages. Many never get 
beyond the first stage. 

3. There is a third stage—perfect sight; 
and it comes from one cause: a look at 
Jesus. “I see men,” he said the first time; 
and while he only saw men, he saw nothing 
clearly. But the second time the Lord made 
him “look up,’ and now he saw clearly. 
That one look at Jesus, even through the 
dimness, made all things clear and whole. 


The Blind Man at Jerusalem. 
John ix. 


1. The question of sin in connection with 
sickness receives a very important illumina- 
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tion in this incident. Christ teaches His 
disciples that there are cases of infirmity 
where there has been no special iniquity be- 
yond the common guilt of all men, and the 
trouble has been permitted to afford an op- 
portunity for God to show His love and 
power in restoring. 

2. In the healing of this man, the Lord 
again used a simple sign. He anointed his 
eyes with spittle and clay. None will say 
that this could have any medical effect to 
cure eyes blind from birth. It was simply 
a sign of His touch. He then sent him to 
wash in the pool of Siloam, and he came, 
seeing. If it be said that there was any 
virtue in the clay, it may be added, with 
equal force, that he did not receive his 
sight until the clay had been washed away 
in the pool of Siloam. 

This pool was the type of Christ and the 
Holy Spirit. Siloam was the same as Shi- 
loh, and it meant the Sent One. The water 
meant the Holy Spirit, also the Sent of the 
Father and Son. 

3. The testimony of this man, subse- 
quently, was most glorious. With a keen 
sarcasm, he exposed the inconsistencies of 
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the Scribes and Pharisees who came to see 
him about it, and to draw out of him some 
evidence against Christ, who had again 
broken the Sabbath by this act of healing. 
But the humble peasant was more than a 
match for them, and the controversy which 
follows is intensely sharp and interesting. 
At last they resort to brutal force, and ex- 
communicate him from the synagogue. 
But he is a true martyr; and soon aftet 
Jesus appears to him again and reveals His 
true character and glory, and the man be- 
comes a living Disciple. 


Blind Bartimeus and His Companion. 
Luke xviii. 


1. There was a deep insight in the cry of 
Bartimezus, “Thou Son of David.” Jesus 
was now coming to claim His throne, and 
the title by which He was to be known was 
“The Son of David.” It was strange that 
His own people should be blind to His 
claim, and that a poor old blind man should 
be the first to see it. So still the wise are 
the blind—so the blind see still. 

2. We see persistent faith. He cried 
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aloud; he cried so much the more when 
they rebuked him; he threw away his gar- 
ments. So we must put all hindrances out 
of the way. He had but one request: his 
earnest faith summed up all its intensity in 
one word, “Lord, that my eyes may be 
opened.” There can be no strong faith with- 
out strong desire. The languid prayer has not 
motive power enough to ascend to God. 

3. His healing was simple and glorious. 
There was a pause, a call, a question, an 
earnest reply ; the word is spoken, the work 
is done: he gazes on the beautiful scene, 
the men around him, and the face of the 
Lord. And then he looks no farther, but 
sends up a shout of praise, and follows the 
Lord in the way. 


The Withering of the Fig Tree. 
Mark xi. 20. 


This is Christ’s one miracle of judgment, 
and it would seem to be an unpromising 
theme of faith and comfort. But Christ 
made it the occasion of His highest teach- 
ing about faith, and it is indeed a symbol 
of the deepest and tenderest operations of 
His grace. The greatest principle of Scrip- 
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ture is Salvation by Destruction, Life by 
Death, 

The life of the world is the destruction of 
Satan, Sin, and Death. The Sanctification 
of the Soul is the withering up of the nat- 
ural life. The healing of the body is the 
deathstroke at the root of an evil growth 
of disease. There are things that need 
God’s Fire and God’s Holiness. There are 
times when we want more than mercy and 
gentleness, and the spirit longs for the 
keen sword which slays utterly the foul 
thing that is crushing out our life. How 
glorious at such a time is the consuming 
holiness of the Living God! This is the 
meaning of the withered fig tree. “Ye shall 
do this which is done to the fig tree,” He 
says to His disciples. Yes, we can speak 
that word of faith, and lo, the flesh withers 
and dies. We can speak it again, and lo, 
the poison tree of sickness is withered. 
And although leaves and branches may for 
a while retain their form and color, we know 
that the death-blow has been struck at the 
root, and the real work is done. 

The secret of all is this: “Have the faith 
of God.” The faith of God is as different 
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from faith in God as Christ’s faith is 
from that of the disciples who were labor- 
ing with the demoniac boy. Jesus does 
mean to teach us that no less than such 
a faith as His own will do these things, and 
that we can have it, and may take it. 


The Lame Man at the Beautiful Gate. 
Acts iii. 10, 


The first recorded miracle of the Holy 
Ghost after Christ’s ascension is marked by 
the most emphatic recognition of the name 
of Jesus only as the source of power and 
the repudiation of all human power or glory. 
The Apostles use that Name as their first 
word to the impotent man, and when the 
people came crowding around them, and 
the rulers summon them before them, they 
again and again disavow any part in it, 
further than merely to represent the 
mighty Name and power of Him who had 
been crucified by the men before them. It 
is not now a present but an absent Lord, 
represented by His ministers and in His 
Name. 

Again, the very faith through which the 
miracle had been performed and received 
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was as distinctly disavowed, as in any sense 
their own power, or the man’s, for they dis- 
tinctly say, “Yea, the faith which is by him 
hath given him this perfect soundness in 
the presence of you all.” So that both the 
faith and the power are simply the Lord 
Jesus Himself working and believing in them. 

Again, the miracle itself is only valued as 
a testimony for the Lord, and an occasion 
for more widely and effectually spreading 
His Word. They do not wait to wonder 
over it. They do not let it monopolize their 
attention, but they quietly press on with 
their greater work, the preaching of the 
gospel. The healing of the sick is simply 
accessory to the great work of the gospel, 
and ought always to be associated with it. 
But the lame man was an unanswerable 
argument for the gospel, a very buttress in 
the walls of the young Church. “Behold- 
ing the man which was healed with Peter 
and John, they could say nothing against 
it.” That is fine. We need such testi- 
monies still. The world, the infidel, and 
the devil cannot answer them. We have 
seen the proudest infidel put to shame by a 
poor woman coming up before the people 
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who knew her, and telling how God had 
made her whole. 


fEneas at Lydda. 
Acts 1x. 34. 

This miracle, by the hands of Peter, has 
the same features as the preceding. First, 
Peter is most careful to recognize only the 
Power and Name of the Lord. ‘“A®neas, 
Jesus Christ maketh thee whole.” Peter is 
wholly out of sight, and ever must be. 

Next, the effect of it is to bring men to 
God: not to set them wondering, but to set 
them repenting. “All Lydda and Saron 
saw it, and turned to the Lord.” The true 
effect of a gospel of supernatural power is 
always spiritual results and the salvation 
of men. And the Prophet Joel tells us that 
through these mighty signs and wonders 
will come the last great outpouring of the 
Spirit upon the world, and the awakening 
of men before the Second Coming of the 
Lord. 


The Lame Man at Lystra. 
Acts xiv. I0. 
This is one of the most instructive in- 
stances of healing in the Bible. 
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1. This was a purely heathen community 
and audience. They had no prejudices. 

2. Paul preached to them “the gospel.” 
No doubt he told them of the healing and 
redeeming work of the Lord Jesus. 

3. As he preached, he perceived the light 
of faith and hope irradiating the face of one 
of his most helpless hearers. We can see 
these things in men. God gives the spirit- 
ual mind instincts of discernment. 

4. Paul evidently would not have gone 
further unless he had “perceived” that this 
man had “faith to be healed.” It is no use 
trying to force men to accept Christ who 
have not even the desire to do so. It was 
not Paul’s faith that healed the man, but 
his own. 

5. But he must be helped to act it out. 

“Stand upright on thy feet,” cries Paul. 
There must be no halting and _ half-believ- 
ing. A bold step like this must be carried 
through audaciously. And lo! the man re- 
sponds to the brave words, and now not 
only stands up, but begins to leap and walk. 
By works his faith is made perfect. 

6. The effect of the miracle and the self- 
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renouncing spirit of Paul need no additional 
word. God was glorified, and Paul gave 
Him all the glory. 


Paul’s Own Experience of Healing. 
Pets RIV. 10; 2 Cor. i. ana iv; 


It was not long till the great Apostle had 
occasion to prove his own faith. The ex- 
cited people first worshipped, and theu 
stoned him; and, dragged out of the city 
by a mob infuriated by Jewish agitators, 
he was left for dead in the midst of the lit- 
tle band of disciples. But did he die? No. 
“As the disciples stood round him, he rose 
up, and the next day he departed to Derbe,” 
and there he preached the gospel. Could 
there be anything more simply sublime or 
sublimely simple? Not a word of exploita- 
tion, no utterance even of surprise, but a 
quiet trust and deliverance, and then going 
on about his work in the strength of the 
Lord. 

In the Second Epistle to the Corinthians, 
fourth chapter, he gives us the secret of his 
strength: “We, which live, are always de- 
livered unto death for Jesus’ sake”’—that 
was what happened at Lystra—“that the 
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life also of Jesus might be made manifest 
in our mortal flesh.” That was the secret 
of the wondrous restoration at Lystra. In 
a later verse he gives it to us again, “For 
which cause we faint not; but though our 
outward man perish, yet the inward man is 
renewed day by day.” 

In the first chapter of Second Corinthians 
he gives us another instance of his healing. 

A great trouble came to him in Asia, and 
pressed him above strength, so that he de- 
spaired even of life. And, indeed, when he 
looked at himself, his condition and his 
feelings, the only answer he could get was 
death, 

But even in that dark hour he had one 
confidence, the resurrection life of Christ, 
and “God which raiseth the dead.” And 
this trust was not in vain. Christ did de- 
liver from death, and had since been con- 
stantly delivering the Apostles, and Paul 
was sure He would deliver him to the end. 
He simply adds his thanks to the Corin- 
thians for the prayers which had so helped 
and comforted him, and which gave oc- 
casion for such wider thanksgiving on his 
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Our Saviour’s Experience of Physical Life 
in God. 


Matt. iv. 


Our Lord Himself has left to us the great 
lesson of living physically, not on natural 
strength and support, but on the life of 
God. This was the very meaning of His 
first temptation in the wilderness. It was 
addressed directly to His body. Weakened 
and worn by abstinence, the tempter came 
to Him and suggested that He should re- 
sort to a miracle to supply the means of 
sustenance and strength, and make some 
earthly bread. 

The Lord answers him that the very rea- 
son of His trial and abstinence is to show 
that man’s life can be sustained without 
earthly bread, by the life and Word of God 
Himself. The words have a deep signif- 
icance when we remember that they are 
quoted from Deuteronomy, and are first 
used of God’s ancient people, to whom 
God says He had tried to teach this same 
lesson that “Man shall not live by bread 
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alone, but by every word that proceedeth 
out of the mouth of God.” So it is not only 
the Son of man who was thus to live as a 
special evidence of His Divine power, but 
the lesson is for man, and we must all 
learn with Him to receive our life for the 
body as well as the soul, not by the ex- 
clusion of bread, but also by God’s Word, 
and not by “bread alone.” This is exactly 
what our Saviour meant when, two years 
later, He said in the synagogue at Caper- 
naum, “As the living Father hath sent me, 
and I live by the Father: so he that eateth 
me, even he shall live by me.” 

So our Lord learned His physical lesson, 
refused the devil’s bread, and overcame in 
His body for us. The next two tempta- 
tions were addressed to His soul and His 
spirit, and were, in like manner, overcome. 
And so He became for us the Author and 
Finisher of faith. 

Such are some of the glorious precedents 
of faith. 

“Seeing,” then, “that we also are com- 
passed about with so great a cloud of wit- 
nesses, let us lay aside every weight, and 
the sin which doth so easily beset us, and 
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run with patience the race that is set before 
us, looking unto Jesus, the author and fin- 
isher of our faith.” 


“Whatsoever is not of faith is Sin.” 
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Abiding and Confiding. 


I am crucified with Jesus, 
And He lives and dwells with me; 

I have ceased from all my struggling, 
’Tis no longer I, but He. 

All my will is yielded to Him, 
And His Spirit reigns within; 

And His precious blood each moment 
Keeps me cleansed and free from sin. 


All my sicknesses I bring Him, 
And He bears them all away, 

All my fears and griefs I tell Him, 
All my cares from day to day, 
All my strength I draw from Jesus, 
By His breath I live and move; 
E’en His very mind He gives me, 
And His faith, and life, and love. 


For my words I take His wisdom, 
For my works His Spirit’s power, 
For my ways His ceaseless Presence 
Guards and guides me every hour. 

Of my heart He is the Portion, 
Of my joy the boundless Spring; 
Saviour, Sanctifier, Healer, 
Glorious Lord and Coming King. 


—A. B. Simpson, 


CHAPTER. VI. 
PERSONAL TESTIMONY. 


LL that I know of Divine Healing and 

all that I have written in the preceding 
pages, the Lord had to teach me Himself 
in my own life, and I was not permitted to 
read anything but His own Word on this 
subject until long after I had learned to 
trust Him for myself and, indeed, had writ- 
ten much that is in this little book. 

For more than twenty years I was a 
sufferer from many physical infirmities and 
disabilities. Beginning a life of hard intel- 
lectual labor at the age of fourteen, I broke 
hopelessly down with nervous prostration 
while preparing for college, and for many 
months was not permitted by my physician 
even to look at a book. During this time 
I came very near death, and on the verge 
of eternity gave myself at last to God. 
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After my college studies were completed 
I became the ambitious pastor of a large 
city church at twenty-one, and plunging 
headlong into my work, I again proke down 
with heart trouble and had to go away for 
months of rest, returning at length, as it 
seemed to me at the time, to die. Rallying, 
however, and slowly recovering in part, I 
labored on for years with the aid of con- 
stant remedies and preventives. I carried 
a bottle of ammonia in my pocket for years, 
and would have taken a nervous spasm if 
I had ventured without it. Again and 
again, while climbing a slight elevation or 
going up a stair did the awful and suffoca- 
ting agony come over me, and the thought 
of that bottle as a last resort quieted me. 
Well do I remember the day in Europe 
when I ventured to the top of the Righi in 
Switzerland, by rail, and again when I tried 
to climb the high Campanile stairs in 
Florence, and as the paroxysm of imminent 
suffocation swept over me, I resolved that I 
should never venture into such peril again. 
God knows how many hundred times in my 
earlier ministry when preaching in my pul- 
pit or ministering by a grave it seemed 
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that I must fall in the midst of the service 
or drop into that open grave. 

Several years later two other collapses 
came in my health, of long duration, and 
again and again during these terrible sea- 
sons did it seem that the last drops of life 
were ebbing out. 

I struggled through my work most of the 
time and often was considered a hard and 
successful worker, but my good people al- 
ways thought me so “delicate,” and I grew 
weary of being sympathized with every 
time they met me. Many a neglected visit 
was apologized for by these good people 
because I was “not strong.” When at last 
I took the Lord for my Healer, I just asked 
the Lord to make me so well that my peo- 
ple would never sympathize with me again, 
but that I should be to them a continual 
wonder through the strength and support 
of God. 

I think He has fulfilled this prayer, for 
they have often wondered these recent 
years at the work I have been permitted to 
do in His name. 

It usually took me till Wednesday to get 
over the effects of the Sabbath sermon, and 


158 Gospel of Healing 


about Thursday I was ready to begin to get 
ready for the next Sabbath. Thanks be to 
God, the first three years after I was healed 
I preached more than a thousand sermons, 
and held sometimes more than twenty meet- 
ings in one week, and do not remember 
once feeling exhausted. 

A few months before I took Christ as my 
Healer, a prominent physician in New York 
insisted on speaking to me on the subject 
of my health, and told me that I had not 
constitutional strength enough left to last 
more than a few months. He required my 
taking immediate measures for the preser- 
vation of my life and usefulness. During 
the summer that followed I went for a time 
to Saratoga Springs, and while there, one 
Sabbath afternoon, I wandered out to the 
Indian campground, where the jubilee sing- 
ers were leading the music in an evangel- 
istic service. I was deeply depressed, and 
all things in life looked dark and withered. 
Suddenly, I heard the chorus: 

“My Jesus is the Lord of lords:* 
No man can work like Him.” 

Again and again, in the deep bass notes, 

and the higher tones that seemed to soar to 
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heaven, they sang it over and over again: 


“No man can work like Him, 
No man can work like Him.” 


It fell upon me like a spell. It fascinated 
me. It seemed like a voice from heaven. 
It possessed my whole being. I took Him 
to be my Lord of lords, and to work for me. 
I knew not how much it all meant; but I 
took Him in the dark, and went forth from 
that rude, old-fashioned service, remember- 
ing nothing else, but strangely lifted up for- 
ever more. 

A few weeks later I went with my family 
to Old Orchard Beach, Me. I went chiefly 
to enjoy the delightful air of that loveliest 
of all ocean beaches. I lived on the very 
seashore while there, and went occasionally 
to the meetings on the campground, but 
only once or twice took part in them, and 
had not, up to that time, committed myself 
in any full sense to the truth or experience 
of Divine Healing. 

At the same time I had been much in- 
terested in it for years. Several years be- 
fore this I had given myself to the Lord in 
full consecration, and taken Him for my 
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indwelling righteousness. At that time I 
had been very much impressed by a remark- 
able case of healing in my own congrega- 
tion. I had been called to see a dying man 
given up by all the physicians. I was told 
that he had not spoken or eaten for days. 
It was a most aggravated case of paralysis 
and softening of the brain, and so remark- 
able was his recovery afterwards consid- 
ered, that it was published in the medical 
journals as one of the marvels of medical 
science, 

His mother was a devoted Christian; he 
had been converted in his childhood, but 
now for many years had been an actor, and, 
she feared, a stranger to the Lord. She 
begged me to pray for him, and as I prayed 
I was led to ask, not for his healing but that 
he might recover long enough to let her 
know that he was saved. I rose from my 
knees, and was about to leave, and leave 
my prayer where we too often do, in obliv- 
ion, when some of my people called, and I 
was detained a few minutes iniroducing 
them to the mother. 

Just then I stepped up to the bed me- 
chanically, and suddenly the young man 
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opened his eyes and began to talk to me. I 
was astonished and still more so was the 
dear old mother. And when, as I asked him 
further, he gave satisfactory evidence of his 
simple trust in Jesus, we were all over- 
whelmed with astonishmentand joy. From 
that hour he rapidly recovered, and lived 
for years. He afterwards called to see me, 
and told me that he regarded his healing as 
a miracle of Divine power. The impres- 
sion produced by this incident never left 
my heart, Soon afterwards I attempted to 
take the Lord as my Healer, and for a 
while, as long as I trusted Him, He sustained 
me wonderfully, but afterwards, being en- 
tirely without instruction and advised by a 
devout Christian physician that it was pre- 
sumption, I abandoned my position of sim- 
ple dependence upon God alone, and so 
floundered and stumbled for years. But as 
I heard of isolated cases I never dared to 
‘doubt them, or qustion that God did some- 
times so heal. For myself, however, the 
truth had no really practical or effectual 
power, for I never could feel that I had any 
‘clear authority in a given case of need to 
trust myself to Him. 


162 Gospel of Healing. 


But the summer I speak of I heard a 
great number of people testify that they 
had been healed by simply trusting the 
Word of Christ, just as they would for their 
salvation. It drove me to my Bible. I de- 
termined that I must settle this matter one 
wap or the other. I om so glad I did not 
go to man. At His feet, alone, with 
my Bible open, and with no one to help or 
guide me, I became convinced that this 
was part of Christ’s glorious gospel for a 
sinful and suffering world, and the pur- 
chase of His blessed Cross, for all who would 
believe and receive His Word. That was 
enough. I could not believe this and then 
refuse to take it for myself, for I felt that 
I dare not hold any truth in God’s Word 
as a mere theory or teach to others what I 
had not personally proved. And so one 
Friday afternoon at the hour of three 
o’clock, I went out into the silent pine 
woods, and there I raised my right hand to 
Heaven and in view of the Judgment Day, 
I made to God, as if I had seen Him there 
before me face to face, these three great 
and eternal pledges: 


1. As I shall meet Thee in that day, I 
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solemnly accept this truth as part of Thy 
Word, and of the gospel of Christ, and, God 
helping me, I shall never question it until 
I meet Thee there. 

2. As I shall meet Thee in that day I 
take the Lord Jesus as my physical life, 
for all the needs of my body until my life- 
work is done; and helping me, I shall never 
doubt that Thou dost so become my life 
and strength from this moment, and wilt 
keep me under all circumstances until Thy 
blessed coming, and until all Thy will for 
me is perfectly fulfilled. 

3. As I shall meet Thee in that day I 
solemnly agree to use this blessing for the 
glory of God, and the good of others, and 
to speak of it or minister in connection with 
it in any way in which God may call me or 
others may need me in the future. 

I arose. It had only been a few moments, 
but I knew that something was done. 
Every fibre of my soul was tingling with 
a sense of God’s presence. I do not know 
whether my body felt better or not— I did 
not care to feel it—it was so glorious to be- 
lieve it simply, and to know that henceforth 
He had it in hand. 

il 
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Then came the test of faith. The first 
struck me before I had left the spot. A 
subtle voice whispered: “Now you have de- 
cided to take God as your Healer, it would 
help if you should just go down to Dr. 
Cullis’ cottage and get him to pray with 
you.” I listened to it for a moment with- 
out really thinking. The next, a blow 
seemed to strike my brain, which made me 
reel as a man stunned. I staggered and 
cried: “Lord, what have I done?” I felt 
I was in some great peril. In a moment the 
thought came very quickly, “That would 
have been all right before this, but you have 
just settled this matter forever, and told 
God you will never doubt that it is done.” 
In that moment I understood what faith 
meant, and what a solemn and awful thing 
it was, inexorably and exactly to keep faith 
with God. I have often thanked God for 
that blow. I saw that when a thing was 
settled with God, it was never to be unset- 
tled. When it was done, it was never to 
be undone or done over again in any sense 
that could involve a doubt of the finality of 
the committal already made. I think in 
the early days of the work of faith to which 
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God afterwards called me, I was as much 
helped by a holy fear of doubting God as 
by any of the joys and raptures of His 
presence or promises. This little word often 
shone like a living fire in my Bible: “If 
any man draw back, my soul shall have no 
pleasure in him.” What the enemy desired 
was to get some element of doubt about the 
certainty and completeness of the transac- 
tion just closed, and God mercifully held me 
back from it. 

The next day I started to the mountains 
of New Hampshire. The next test came on 
the following Sabbath, just two days after 
I had claimed my healing. I was invited 
to preach in the Congregational Church. I 
felt the Holy Spirit pressing me to give a 
special testimony. But I tried to preach a 
good sermon of my own choosing, but it 
was not His word for that hour, I am sure. 
He wanted me to tell the people what He 
had been showing me. But I tried to be 
conventional and respectable, and I had an 
awful time. My jaws seemed like lumps of 
lead, and my lips would scarely move. I 
got through as soon as I could, and fled in- 
to an adjoining field, where I lay before the 
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Lord and asked Him to show me what me 
meant and to forgive me. He did most 
graciously, and let me have one more chance 
to testify for Him and glorify Him. That 
night we had a service in our hotel, and I 
was permitted to speak again. This time 
I did tell what God had been doing. Not 
very much did I say, but I tried to be faith- 
ful, and told the people how I had lately 
seen the Lord Jesus and His blessed gospel 
in a new way, as the Healer of the body, 
and had taken Him for myself, and knew 
that He would be faithful and sufficient. 
God did not ask me to testify of my feelings 
or experiences, but of Jesus and His faith- 
fulness. And I am sure He calls all who 
trust Him to testify before they experience 
His full blessing. I believe I should have 
lost my healing if I had waited until I felt 
it 

I have since known hundreds to fail just 
at this point. God made me commit myself 
to Him and His healing covenant, before He 
would fully bless me, I know a dear broth- 
er in the ministry, now much used in the 
gospel and in the gospel of Healing, who re- 
ceived a wonderful manifestation of God’s 
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power in his body and then went home to 
his church but said nothing about it, and 
waited to see how it would hold out. In 
a few weeks he was worse than ever; and 
when I met him next time, he wore the most 
dejected face you could imagine. I told 
him his error, and it all flashed upon him 
immediately. He went home and gave God 
the glory for what He had done, and in a 
little while his church was the centre of a 
blessed work of grace and healing that 
reached far and wide, and he himself was 
rejoicing in the fulness of Jesus. 

I am very sure that Sabbath evening 
testimony did me more good than anybody 
else, and I believe that if I had withheld it 
I should not now be writing the pages of 
the Gospel of Healing. Well, the next day, 
the third, the test came. 

Near by was a mountain 3,000 feet high; 
I was asked to join a little party that were 
to ascend it. I shrank back at once. Did 
I not remember the dread of heights that 
had always overshadowed me, and the ter- 
ror with which I had resolved in Switzer- 
land and Florence never to attempt it again? 
Did I not know how an ordinary stair ex- 
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hausted me and distressed my poor heart? 

Then came the solemn searching thought, 
“If you fear or refuse to go, it is because 
you do not believe that God has healed you. 
If you kave taken Him for your strength, 
need you fear to do anything to which He 
calls you?” 

I felt it was God’s thought. I felt my fear 
would be, in this case, pure unbelief, and 
I told God that in His strength I would 
go. 
Just here I would say that I do not wish 
to imply that we should ever do things just 
to show how strong we are, or without any 
real necessity for them. I do not believe 
that God wants His children needlessly to 
climb mountains or walk miles just because 
they are asked to. But in this case, and 
there are such cases in every experience, 
I needed to step out and claim my victory 
some time, and this was God’s time and 
way. He will call and show each one for 
themselves. And whenever we are shrink- 
ing through fear He will be very likely to 
call us to the very thing that is necessary 
for us to do to overcome the fear. 

And so I ascended that mountain. At 
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first it seemed as if it would almost take my 
last breath. I felt all the old weakness and 
physical dread; I found I had in myself no 
more strength than ever. But over against 
my weakness and suffering I became con- 
scious that there was another Presence. 
There was a Divine strength reached out to 
me if I would have it, take it, claim it, 
hold it, and persevere in it. On one side 
there seemed to press upon me a weight of 
Death, on the other an Infinite Life. And 
I became overwhelmed with the one, or up- 
lifted with the other, just as I shrank or 
pressed forward, just as I feared or trusted ; 
I seemed to walk between them and the one 
that I touched possessed me. The-wolf and 
the Shepherd walked on either side, but 
the Blessed Shepherd did not let me turn 
away. I pressed closer, closer, closer, to 
His bosom, and every step seemed stronger 
until, when I reached that mountain top, 
I seemed to be at the gate of heaven, 
and the world of weakness and fear 
was lying at my feet. Thank God, from 
that time I have had a new heart in this 
breast, literally as well as spiritually, and 
Christ has been its glorious life. 
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A few weeks later I returned to my work 
in this city, and with deep gratitude to God I 
can truly say, hundreds being my witnesses, 
that for many years I have been permitted 
to labor for the dear Lord in summer’s heat 
or winter’s cold without interruption, with- 
out a single season of protracted rest, and 
with increasing comfort, strength and de- 
light. Life has had for me a zest, and labor 
‘an exhilaration that I never knew in the 
freshest days of my childhood. The Lord 
has permitted the test to be a very severe 
one. A few months after my healing He 
called me into the special pastoral, evan- 
gelistic and literary work which has since 
engaged my time and energy, and which I 
may truthfully say has involved fourfold 
more labor than any previous period of 
my life. And yet I desire to record my 
testimony to the honor and glory of Christ, 
that it has been a continual delight and sel- 
dom any burden or fatigue, and much, very 
much easier in every way than the far 
lighter tasks of former years. I have been 
conscious, however, all the time that I was 
not using my own natural strength. I 
would not dare to attempt for a single week 
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what I am now doing on my own constitu- 
tional resources. I am intensely conscious 
with every breath that I am drawing my 
vitality from a directly supernatural source, 
and that it keeps pace with the calls and 
necessities of my work. Hence, on a day 
of double labor I will often be conscious, 
at the close, of double vigor, and feel just 
like beginning over again, and, indeed, al- 
most reluctant to have even sleep place its 
gentle arrest on the delightful privilege of 
service. Nor is this a paroxysm of excite- 
ment to be followed by a reaction, for the 
next day comes with equal freshness. I 
have noticed that my work is easier and 
seems to draw less upon my vital energy 
than before. I do not seem to be using 
up my own life in the work now, but work- 
ing on a surplusage of vitality supplied 
from another source. I believe and am sure 
that is nothing else than “the life of Christ 
manifested in my mortal flesh.” Once or 
twice since I took the Lord for my strength 
I have felt so wondrously well that I think 
I began to rejoice and trust in the God- 
given strength. In a moment I felt it was 
about to fail me, and the Lord instantly 
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compelled me to look to Him as my con- 
tinual strength, and not even depend upon 
the strength He had already given. I have 
found many other dear friends compelled to 
learn this lesson and suffering until they 
fully learned it. It is a life of constant de- 
pendence on Christ physically as well as 
spiritually. 

I know not how to account for this, un- 
less it be the imparted life of the dear Lord 
Jesus in my body. I am surely most un- 
worthy of such an honor and privilege, but 
I believe He is pleased in His great con- 
descension to unite Himself with our 
bodies, and I am persuaded that His body, 
which is perfectly human and real, can some- 
how share its vital elements with our or- 
ganic life, and quicken us from His Living 
Heart and indwelling Spirit. I have learned 
much from the fact that Samson’s physical 
strength was through “the Spirit of the 
Lord,” and that Paul declares that although 
daily delivered to death for Jesus’ sake, yet 
the very life of Christ is made manifest in 
his body. I find that “the body is for the 
Lord, and the Lord for the body,” that 
“our bodies are members of Christ,” and 
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that “we are members of his body, his flesh, 
and his bones.” I do not desire to provoke 
argument, but I give my simple, humble 
testimony, and to me it is very real and 
very wonderful. I know “it is the Lord.” 
I know many of my brethren who have 
entered into the same blessed experience. 
I only want to consecrate and use it more 
and more for Him. I feel what a sacred 
and holy trust it is. And I so wish that 
my weary, broken-down and overladen 
brethren could but taste its exquisite joy 
and its all sufficient strength. 

I would like to add, for my brethren in 
the ministry, that I have found the same 
Divine help for my mind and brain as for 
my body. Having much writing and speak- 
ing to do, I have given my pen and my 
tongue to Christ to possess and use, and 
He has so helped me that my literary work 
has never been a labor. He has enabled 
me to think much more rapidly and to ac- 
complish much more work, and with great- 
er facility than ever before. It is very 
simple and humble work, but such as it is 
it is all through Him, and I trust for Him 
only. And I believe, with all its simplicity 
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it has been more used to help His children 
and glorify His name than all the elaborate 
preparation and toil of the weary years that 
went before. To Him be all the praise. 


CHAPTER VII. 


TESTIMONY OF THE WORK. 


DESIRE to add a few words about the 

origin of the work in connection with 

Divine Healing in this city, and some of 
the cases that I have known. 

As I have already stated in the former 
chapter, one of the pledges I made to the 
Lord in connection with my own healing 
was that I would use this truth and my ex- 
perience of it for the good of others, as He 
should require and lead me. 

This meant a good deal for me, for I had 
a great deal of conservative respectability 
and regard for my ecclesiastical reputation 
to die to. I knew intuitively what it might 
cost to be wholly true in this matter, and 
at the same time I shrank unutterably from 
the thought of having to pray with any 
one else for healing. I feared so much 
that I should involve God’s name in dis- 
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honor by claiming what might not come to 
pass, and I almost hoped that I might not 
have to minister personally in this matter, 
and was intensely glad that there were 
other brethren whom God had already 
raised up for this work, and I should 
gladly strengthen their hands. 

My first public testimony to the truth 
in this city, made in the course of a ser- 
mon to my own people, then a Presbyterian 
Church in New York, awakened little or 
no opposition. A few weeks later I was 
asked to speak at the Anniversary of the 
Fulton Street Prayer Meeting, the day of 
President Garfield’s funeral. The Lord led 
me to speak frankly, and refer to the true 
scriptural method of prayer for the healing 
of the sick directly in the name of the Lord 
Jesus. At the close of my address there 
was but one to give me a word of response, 
and that was a good old Presiding Elder 
of the Methodist Episcopal Church, who 
has since gone to his rest. He thanked me 
very cordially and said he believed every 
word I had said. 

Soon after the test came in my own fam- 
ily. My little girl became suddenly very 
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ill with diphtheria. Her mother, not then 
believing at all as I did, insisted upon hav- 
ing a physician, and was much distressed 
when I simply took the little one to God 
and claimed her healing in the name of the 
Lord Jesus. That night, with a throat as 
white as snow and a raging fever the little 
sufferer lay beside me alone. I knew that 
if the sickness lasted till the following day 
there would be a crisis in my family, and I 
should be held responsible. The dear Lord 
knew it, too. With trembling hand I 
anointed the brow, it was the first or second 
person I ever anointed, and claimed the 
power of Jesus’ name. About midnight my 
heart was deeply burdened. I cried to God 
for speedy deliverance. In the morning 
her throat was well, and the mother, as she 
came to see the sick one, gave me one look, 
when she saw the ulcers gone and the child 
ready to get up and go about her play, 
which I shall never forget. 

About this time the Lord led me to com- 
mence the special work of faith which has 
since engaged my life. This was not by 
any means to teach Divine Healing, but to 
preach the gospel to the neglected masses 
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by public evangelistic and free services. 
For several years no single word about 
bodily healing was spoken in these meet- 
ings, our supreme object being to lead men 
to Christ, and not prejudice them by any 
side issues. But the facts about my own 
healing and the healing of my child got 
abroad quietly among my little flock, and 
one and another came to me to ask about 
it, and whether they could not be healed 
also. I told them they could if they would 
believe, as I had done, and I sent them to 
their homes to read God’s Word for them- 
selves and ponder and pray. The first of 
them was a dear sister, then widely known 
in Christian work, who afterwards became 
a deaconess in our Home. She had been 
for twenty years a sufferer from heart dis- 
ease. She took about a month to weigh the 
matter, and then in her calm, decided way 
came to have her case presented to God. 
She was instantly healed, and for several 
years worked untiringly, and hardly knew 
what weariness even meant. At length she 
finished her work and fell asleep, amid great 
peace and blessing. One and another now 
began to come and ask about it, and, at 
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length, the Friday meeting grew up as a 
place and time where all who were inter- 
ested in this special theme could come to- 
gether and be instructed and strengthen 
each other by mutual testimony. This 
meeting has since grown to be a gathering 
of several hundred people from aJl the evan- 
gelical churches and many different homes. 

The cases of healing that have come un- 
der my notice in these years would fill 
many volumes. They have represented all 
social extremes, all religious opinions, 
all professions and callings, and all classes 
of disease. I have had spiritualists come, 
broken down at length by the service of 
Satan and seeking deliverance from their 
sufferings, but I have never felt free even 
to pray with such cases without a complete 
renunciation of this snare. I have had 
some sad and shameful disclosures of its 
evils. I have had Roman Catholics also 
come as if they were consulting some 
superstitious oracle. And sometimes when 
they have been patiently instructed and led 
to the true Saviour, I have seen them 
healed. I have had men come and offer 
large sums if they or their dear ones could 
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be prayed well, but I have never dared to 
touch such cases except to send them di- 
rectly to Christ, and tell them that at His 
feet only, in true penitence and trust could 
they expect deliverance. I have had poor 
sinners come seeking healing, and go hav- 
ing found salvation. Many persons have 
been led to Christ through their desire to 
escape disease. I have never felt that I 
could claim the healing of any one until 
he first accepted Jesus as a Saviour. But 
I have several times seen the soul saved 
and the body healed in the same hour. I 
have never allowed any one to look to me 
as a healer, and have had no liberty to pray 
for others while they placed the least trust 
in either me or my prayers, or aught but the 
merits, promises and intercessions of Christ 
alone. 

My most important work has usually 
been to get myself and my shadow out of 
people’s way, and set Jesus fully in their 
view. I have seen very humble and illit- 
erate Christians suddenly and gloriously 
healed and baptized with the most wonder- 
ful faith, and I have seen brilliant intellects 
and Christians who had great reputations 
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unable to touch even the border of His gar- 
ment. Usually they could not get low 
enough down to do this. I saw a brilliant 
physician once rise in the meeting and make 
a learned speech about it, and I saw a hum- 
ble girl, who, when I first met her, did not 
seem to have capacity enough to grasp 
the idea, healed by his side of the worst 
stage of consumption, and her shortened 
limb lengthened two inches in a moment. I 
have seen this blessed gift of Christ bring 
relief and unspeakable blessing to the homes 
of many of the poor, and take from worn 
and weary working-women a bondage like 
Egypt’s iron furnace. And I have also 
seen it enter the homes of many of the re- 
fined, the cultivated, and the wealthy, who 
have not been ashamed to witness a good 
confession and bear a noble testimony to 
Christ as a complete Saviour. I have seen 
the theologian often answered after his 
most logical assaults upon it, by the healing 
of some of his own people in a way he could 
not answer or explain. Sometimes I have 
taken one of these simple cases to a boast- 
ing infidel and asked her to tell him her sim- 
ple story, and he has been overwhelmed, 
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silenced and sometimes departed deeply 
impressed. Often have I had women of the 
world broken down under deep conviction 
of sin, and brought to seek a deep and true 
religious life by the real and simple testi- 
monies of the Friday meeting. I have seen 
many beloved ministers accept the Lord 
Jesus in His fulness for soul and body, and 
some of the most devoted and distinguished 
servants of Christ are proud to own Him 
as their Healer. But I have also noticed 
that the ecclesiastical strait-jacket is the 
hardest fetter of all, and the fear of man 
the most inexorable of all bondages. Not 
a few beloved physicians of the highest 
standing have taken Jesus as their Healer, 
and when their patients are prepared for it, 
love to lead them to His care. Many of 
the most consecrated Christian workers and 
city missionaries have found this precious 
truth, and some have had a bitter ordeal 
of prejudice and opposition to face in their 
churches and societies, but where they have 
been wise, true and faithful God has vindi- 
cated them in the end. I have found that 
the most spiritually minded men and wo- 
men in the various churches are usually 
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led to see and receive this truth. When 
Christ becomes an indwelling and personal 
Reality in the soul, it is hard to keep Him 
out of the body. 

I have not found any serious practical 
difficulty in dealing with the question of 
remedies. Where one sets any value upon 
them or is not himself clearly led of the 
Lord to abandon them, I never have ad- 
vised him to do so. There is no use in 
giving up remedies without a real personal 
faith in Christ. And where one really com- 
mits his case to Christ and believes that 
He has undertaken it, he does not want, 
as a rule, to have any other hand touch it, 
or indeed see that anything else is neces- 
sary. Where persons have real faith in 
Christ’s supernatural help they will not want 
remedies. And where they have not this 
faith, I have never dared to hinder them 
from having the best help they can obtain. 
I have never felt called to urge any one 
to accept Divine Healing. I have found it 
better to present the truth and let God lead 
them. Often when urging them most 
strongly not to attempt it unless they were 
fully persuaded, the effect has been to im- 
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pel them to it more strongly and to show 
that they had real faith. I have never felt 
that Divine Healing should be regarded as 
the gospel. It is part of it, but we labor 
much more assiduously for the salvation 
and sanctification of the souls of men. 

The cases of healing have been most va- 
ried. One of the most remarkable in the 
early days was a woman who had not bent 
her joints for eight years, and used to stand 
in our meetings on her crutches, unable to 
sit down during the whole service. She had 
not sat for eight years. She was healed 
in a moment, as if by the touch of a feather, 
and all in the house were filled with won- 
der. Another was cured of spinal curva- 
ture. A great many have been delivered 
from fibroid tumors, and a few cases from 
malignant and incurable cancers. We have 
had cases of broken bones restored without 
surgical aid, many cases of the worst forms 
of heart disease, several of consumption, 
and some desperate cases of hernia, when 
it would have been death to walk forth as 
they did if Christ had not sustained. Par- 
alysis and softening of the brain, epilepsy 
and St. Vitus’ dance, have all been markedly 
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cured, and a few cases of dangerous insan- 
ity have also been restored through believ- 
ing prayer. The numbers of such cases will 
reach to thousands. To give even a few in 
detail would be impossible. That which 
has been our chief joy is that the fruits are 
so blessed and glorious in the consecrated 
lives that have thus been redeemed from 
destruction and given to the work of God 
and the needs of men. One of the dear 
ones is in charge of a mission where hun- 
dreds are led to Christ. Another, refused 
by her Board on account of illness, was 
healed by the Lord and is now again in 
India with her husband, preaching Christ 
to the heathen. Some are in Japan, some 
in Africa, some in South America, some in 
England, and many in the streets and lanes 
of the city, and in the most earnest work 
of the land. God be thanked for the bless- 
ings they have received, and the blessing 
they have become. 

During these years God has opened our 
Home and allowed us to meet hundreds 
of His dear children within its walls, and 
see them go forth in strength and blessing. 
Other Homes are scattered over this and 
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other lands, and already a great multitude 
in this and other lands are joining hands 
and singing together as they journey home: 

“Bless the Lord, O my soul, and forget 
not all his benefits. Bless the Lord, O my 
soul, and all that is within me bless his 
Holy name, who forgiveth all thine in- 
iquities, who healeth all thy diseases, who 
redeemeth thy life from destruction, who 
crowneth thee with loving kindness and 
tender mercies, who satisfieth thy mouth 
with good things, so that thy youth is re- 
newed like the eagle’s.” 


APPENDIX 


CHRISTIAN SCIENCE, SO-CALLED. 


Many persons strangelyconfound this strange 
anti-Christian error with divine healing, and 
many who ought to know better are insidious- 
ly drawn into its snare by the numerous su- 
perficial tracts and publications which it cir- 
culates, making no reference to its real teach- 
ings and infidel philosophy, and containing on- 
ly a few simple and seemingly harmless direc- 
tions about ignoring symptoms, etc. We there- 
fore add from our own and other volumes a few 
careful statements of its real character, with 
direct quotations from its own standard au- 
thorities. This philosophy denies that Jesus 
Christ has come in the flesh. It denies the real- 
ity of Christ’s body; therefore, it is anti-Chris- 
tian in its teaching. This is not divine heal- 
ing. There is no fellowship between the two. 
It is one of the delusions of science, falsely so- 
called. It would undermine Christianity. It 
is the most fatal infidelity. It does away en- 
tirely with the atonement, for as there is no sin 
there can be no redemption. I would rather be 
sick all my life with every form of physical 
torment, than be healed by such a lie. 

Much of it is vague and confusing, but 
wherever doctrines and principles are clearly 
stated, they are utterly antagonistic to the 
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Scriptures. It is a little like Buddhism, as 
has been said by some one before, but much 
like English Deism and Idealism, combined 
with German Pantheism. It denies explicitly 
the existence of matter, the creation of the ma- 
terial universe by God, the atonement of Je- 
sus Christ, and the distinctive doctrines of the 
Christian system. It propounds a series of 
principles, some of which we quote from Mrs. 
Eddy’s standard book: 


PLATFORM OF CHRISTIAN SCIENTISTS. 


“1, That there is neither a personal Deity, 
a personal Devil, nor a personal man. 

“* «2, That God is a Principle and not a person, 
Mind and not Matter: that this principle is 
what the Scripture declares it, namely, Life, 
Truth and Love. 

«3 That God, which is the perfect Mind or 
Principle, including the perfect idea, is all that 
is real or eternal. 

“ ‘co. That Spirit is the only substance, even 
“the substance of things hoped for and the 
evidence of things not seen.” The spiritual 
and eternal are substance, whereas the material 
and temporal are not substance. 

“To, That man was and is the idea of God, 
the conception of Mind; that this idea was co- 
existent and co-eternal with mind; hence, that 
man was forever in Mind, but Mind was never 
in man. There was never a material idea or 
personal man. . . . All is mind, there is no 
matter; all is harmony, there is no discord; 
all is Life, there is no death; all is good, there 
is no evil; all is God and His idea. 
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“tr, That Science decides matteror the mor- 
tal body to be nothing but a belief and an illu- 
sion. . . . If you besiege sickness, sin or 
death with this scientific understanding of be- 
ing, you will learn that our statement of God 
and man is true, and the opposite statement of 
them is the error and discord that Truth casts 
out. . . . As the mythology of Pagan Rome 
has yielded to a more spiritual idea of Deity, 
so shall our material theology or doctrinal re- 
ligions yield to a more spiritual idea of God 
than a material man presents, until all mater- 
iality shall disappear in thought, and the finite 
give place to the infinite, and the impersonal, 
unlimited and unerring idea, and the imperson- 
al limitless or infinite Principle of this idea 
shall appear, and “Thy kingdom have come on 
earth as it is in Heaven.” 

“13, There is but one Spirit or God, hence 
there are no spirits or gods, and no evil spirit, 
because Spirit is God. A personal God, a per- 
sonal man, a personal devil, and evil and good 
spirits, are theological mythoplasm, mere be- 
liefs that must finally yield to the opposite sci- 
ence of God and man. 

“8, That Life, Truth and Love are the Trin- 
ity, or Triune Principle, the three in one, the 
same in action and entity, and these are the 
one God. That the Holy Ghost is divine sci- 
ence, revealing and explaining this triune prin- 
ciple, and leading into all Truth; that Christ 
is but another term for God, and Jesus was the 
name of a man. The conception of Jesus was 
spiritual. The spirituality of Mary was the 
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transparency through which immortal Mind 
was reflected in that better likeness of Truth 
and Love, the good and pure Jesus. Into 
Mary’s idea of God and conception of man, the 
male, or sensual element of thought entered 
not to taint the idea; thus it was that Jesus 
became the mediating or intervening idea be- 
tween Truth and error,or soul and sense, which 
opposed not God, that healed the sick, dispelled 
the illusions of sense, or the belief of Life and 
Intelligence in matter, and revealed the imper- 
sonal Truth, namely, that soul and God are 
one, and the “I,” or the Father. 

“ ‘19, That our church is built on Christ, not 


a person, but the Principle that Christ said “‘is 
the Way, the Truth, and the Life;” that Chris- 


tian Science is the Way, and its foundations are 
eternal.’ ” 


Dr. Gordon, of Boston, thus sums up its 
teachings: Christian Science calls itself “the 
understanding of God,’ which is simply the 
translation of the Greek word “theosophy.” 
One of the fundamental axioms of theosophy 
is set forth in the following sentence: “There 
is no personal devil. That which is mystically 
called the devil is the negative and opposite 
of God. And whereas God is I am, or positive 
Being, the devil is not.” Its platform opens 
with the astounding declaration “that there is 
neither a personal Deity, a personal devil, nor 
a personal man.” 

Beyond its palpable contradictions of the 
Word of God, we must confess also the shock 
which it gives to our reverence to hear Jesus 
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constantly spoken of as a metaphysician and 
demonstrator of Christian Science—“the most 
scientific Man that ever trod the globe;’” to be 
told that the cause of His agony in the garden 
was that He was touched with “the utter er- 
ror of a belief of life in matter;” that on the 
cross He was giving this world “an example 
and proof of divine science;” that His Chris- 
tianity “destroyed sin, sickness and death, be- 
cause it was metaphysics and denied personal 
sense, bore the cross, and reached the right 
hand of a perfect Principle.” 

It will hardly be necessary, after what has 
been said, to distinguish “Christian Science” 
from the “prayer of faith,” which is said in the 
Scripture to ‘‘save the sick.” No one who be- 
lieves this promise or makes use of it, has ever, 
so far as we know, considered that its fulfill- 
ment depends on the action of mind upon mind. 
All who credit “faith cures,” as they are some- 
times called, hold that they are the result of 
God’s direct and supernatural action upon the 
body of the sufferer. “Christian Science” point- 
edly denies the efficacy of prayer for the recov- 
ery of the sick. It says: 

“Asking God to heal the sick has no effect to 
gain the ear of love, beyond its ever pres- 
ence. The only beneficial effect it has is mind 
acting on the body through a stronger faith to 
heal it; but this one belief casting out another— 
belief in a personal God casting out a belief 
in sickness, and not giving the understanding 
of the principle that heals.”—Scitence and Health, 
LiSni71- 
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Here the antagonism between two things that 
differ is so marked that we only need call at- 
tention to it. 

Rev. Green Wood, of Chicago,adds these for- 
cible words: “The chief cornerstone of science 
is the following postulate: That the immor- 
tal basis of Life is soul, not body, Life, not 
death,” i.e., the immortal basis of Life is Life, 
or Life is its own basis. But not enough. This 
seems very like a mouse racing around in a 
peck measure in pursuit of its own tail. Is not 
this the baseless fabric of a vision? 

Is not this the necromancy for resort to 
which Saul, king of Israel, lost his kingdom 
and his life, and the penalty for which, under 
the Theocracy, was death? Is not this the Gnos- 
tic mysticism of the first century which claimed 
that the body of our Lord Jesus Christ was a 
myth, or as now set forth, an idea? To meet 
this Gnostic mysticism, John wrote his first 
epistle, wherein he sets forth, by divine authority, 
that the man Jesus was not a myth, not an 
“Gdea,”, but a veritable person—a real man. See 
I. John iv. 2, 3: “Hereby know ye the Spirit of 
God. Every spirit that confesseth that Jesus 
Christ is come in the flesh is of God, and every 
spirit that confesseth no# that Jesus Christ is 
come in the flesh is not of God. And this is that 
spirit of anti-Christ whereof ye have heard that 
it should come, and even now already is in the 
world.” Chap. v. 1: “Jesus is the Son of God.” 
“Little children, keep yourselves from idols.” 
At the last, “false Christs and false prophets 
shall arise, and shall show signs and wonders 
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to seduce if possible even the elect.' But take 
ye heed. Behold, I have foretold you all things.” 
Let all beware, lest following after this ignis 
fatuus they hereby prove themselves to be not 
of the elect, but the dupes of Buddhism and 
Gnostic mysticism insidiously palmed off upon 
Christian America in this nineteenth century 
under the guise of “Christian Science!” 
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